CIRCUS w Bob Russell m Louis Alter 
© Massey Music Co., inc. 18Apr49 
EU164303 





THE CIRCUS w Emanuel Stein ©m 
Frank Stein 25Febi8 EU1190h3 


Library cf Congress 


Copyright Office & 





CIRCUS; w, m & © Wallace Eugene Brad- 
ley & Alfred Pinterally 26Jan53 
EU301458 


Library of Congress 
Copyright Office 





THE CIRCUS; w, m & © Vivian Rose 
Neander 21lAug53 EU328235 


Library of Congress & 





THE CIRCUS; w & m Bertha Alice Peters 
arr Norman Alan Singley © Bertha 
Alice Peters & Norman Alan Singley 
21Jun51 EU242076 


Library of Congress eS 
Copyright Office 





THE CIRCUS: m & © John Royal Akins 
12Dec51 EU258829 


Library of Congress & 


Copyright Office 





THE CIRCUS © w & m Marjorie S. 
Freer 28Novl,7 EU106050 





ALTER, LOUIS, 1902- 
Circus; lyric by Bob Russell, music by 
Louis Alter. © Massey Music Co., inc., 
New York; 29Jun49; EP38102, 


I. Russell, Bob, 1916- lyricist. 
Il, Title. 


Library of Congress Revised 
Copyright Office 6Dec49 





Circus. 


M1500 CHUDACOFF, EDWARD MIRON, 1925- 

-~C54C5 Circus; a tragic opera in one act, music 

Case by Edward Chudacoff, libretto by Daniel 
Waldron. [Score] © Edward Miron 
Chudacoff & Daniel Gordon Waldron; 
20Feb52; DP1015. 


I, Waldron, Daniel Gordon, 1925- 
Il, Title. 


Library of Congress oe 
Copyright Office 





Circus. 


M1380 FRANCHI, DOROTHEA A 1920- 

F The circus; suite of 8 pieces for piano 
[by] Dorothea A, Franchi. 3/- © Norman 
Richardson Band Arrangements, London; 
10ct52; EF0O-16564, 


I, Title, 


Library of Congress 
Copyright Office 





Circus. 


HAMID, GEORGE A,, Sr. 

Circus, by George A, Hamid, as told to 
his son, George A, Hamid, Jr, 253 p, 
illus, © Sterling Pub, Co,, inc,, New 
York; 13Nov50; A49912, 


I, Hamid, George A,, Jr. 
Il, Sterling Publishing Co,, inc, 


JAN 15 1954 
dac/r 


Library of Congress @ 
Copyright Office 





The circus. 


MANNING-SANDERS, RUTH. 
The circus; illus. in color photography. 
22] p. (A Chanticleer junior book) 
hanticleer Press, inc., New York; 
15Nov48; A31565. 


I. Chanticheer Press, inc. 


Library of Congress 
Copyright Office 





Circus. 

M1356 SYKES, ALBERT, 1890- 

S Circus, Marche, musique: A. Sykes. 
[Parts: orchestra] © Albert Sykes, 
Bruxelles; 15Mar52; EF0-13093. 


Library of Congress 
Copyright Office 





Circus. 


TOCH, ERNST, 1887- 
Circus; an overture [by] Ernst Toch, 
[Score: orchestra] © Affiliated Musicians, 


inc., Los Angeles; 1Feb54; EP78145, 


I, Title. 


Library of Congress He 





Circus. 


M1739 WRIGHT, LAWRENCE, 1888- 

2 Circus; words by Michael Carr [pseud.] 

.W music by Horatio Nicholls [pseud.] 1/- 
© Lawrence Wright Music Co., ltd., 
London; 27Nov52; EFO-16926. 


I, Title. [II. Cohen, Maurice Alfred, 
1905- 1 


Library of Congress & xM1978 


Copyright Office .C45 





THE CIRCUS. H1897. SE= Chagall, Marc. 





The circus, 
[Fiorillo, Dente] 





THE CIRCUS. DpU31459. SEE Honan, William 
Holmes. 





THES CIRCUS. SEE Roché, Marguerite P. 





CTRCUS. A92805. SEE 
Saalfield Publishing Company. 





CIRCUS. G 1,666 see Rothman, Fanlou. 





The circus. 
Weinman, Rose Elizabeth. 





CIRCUS. SEE Willard Publishing Company. 
KK36722. 





A circus ABC. R97766. SEE 
Willson, Dixte. 





THE CIRCUS ACE, a photoplay in five 
reels by Fox Film Corp. © 12dun27; 
L24099. Twentieth Century+Fox Film 

Corps (PWH); 15dul5hs 133295. 





Circus & cowboy song book. 
EDWARDS, ERIC CHARLES, 1915- 
Alberta Slim's Circus & cowboy song 
book; [by Alberta Slim, pseud.] Folio 
no.3. New Westminster, B. C,, Empire 
Music Publishers [1952] [For voice and 
piano] 75¢ Partial contents separately 


registered: EF 0-14801-14807, 


I, Title, IL. Title: Circus & cowboy song 
book, 


Library of Congress eS 


Copyright Office 





THE CIRCUS, and other essays and 
fugitive pieces, by Joyce Kilmer; 
ed. with introd. by Robert Cortes 
Holliday. © 20Apr21, A611815. 
R34773, 2Junk8, Kenton Kilmer 
(PPW) & Christopher Kilmer ( PPW) 





Circus, April ist. 


SLOBODKIN, LOUIS. 
Circus, April lst. Macmillan. 89 p. 
© Louis Slobodkins; 200ct533 
A110663. 


Library of Congress es 





CIRCUS AT THE ZOO. Castile Films, 1951. 
1 reel, sd., b&w, 16mm. 

Summary: Animais of the St. Louis Zoo 
present a series of circus acta featuring 
chimpanzees who play musical instruments 
and excel in bare-back riding, bicycle 
stunts, and trapeze acts. 

© United World Films, Inc.; 15Sep513 
MP26)6. 





The circus baby. 


PETERSHAM, MAUD (FULLER) 

The circus baby, a picture book by Maud 
and Miska Petersham. [32] p. © The 
Macmillan Co,,-New York; 5Sep50; 
A47025, 


I, Petersham, Miska, joint author. 
II. Macmillan Co. 


eg/r 
OCT 2 ~- 1950 


Library of Congress 
Copyright Office 





Circus ball. 


M1978 SULLIVAN, HENRY, 1895- 

-Ch5S The circus ball [from] Ringling Bros, 
Barnum and Bailey circus. The great- 
est show oh earth, 1948 edi Lyrics 
by John Murray Anderson, music by 
Henry Sullivan, (© Chappell & Co., 
inc., New York; 5Aprl8; EP25169. 


Library of Congress & 
Copyright Office 





CIRCUS BAND. SEE Dufy,; Jeans 





THE CIRCUS BAND; by Selma R. Rich © 
Sage Music, ine. EU303129. Notice 
4May53 v21 p954 


Library of Congress 
Copyright Office 





THE CIRCUS BAND; w & m Selma R. Rich 
© Sage Music, inc. 5Feb53 EU303129 


Library of Congress 
Copyright Office 





Circus band. 
M1380 STAIRS, LOUISE E 1892- 
x) The circus band; piano solo [by] Louise 
E, Stairs. 35¢ © Theodore Presser 
Co., Bryn Mawr, Pa.; 26Jun53; EP72640. 


I, Title. 


Library of Congress @ 
Copyright Office 





CIRCUS BANDLEADER; JERRY THE JUGGLER; 
CIRCUS RINGMASTER. SEE Specialty 
Advertising Service, inc. 





CIRCUS BLUES; w Joe Sivad, & m. 
© 10Jun20, * ah88h:70 . R34281, 
17Mayl8, George T, Worth (A of m) 





Circus blues. 


TAYLOR, FRED, JR. 

Circus blues; words and music by Fred Tay- 
lor, Jr., arr. by [Betty B. Glynn of| the 
Oahu Staff. (Oahu diagram method for 
Hawaiian guitar, [lesson] 73B) © Oahu 
Pub, Co., Cleveland; 250ct49; on instruc- 


tion; AA133558, Includes Timely tips from 
your faculty. 


1, Hawaiian guitar music---Teaching pieces, 
I. Glynn, Betty B., 1918- arr. II. Title. 


Library of Congress eB 
Copyright Office 





The circus book. 
PZ7 
56577 
Ci Smith, Rosemary. 
The circus book, illustrated by Sari ,pseud., story by Rose- 
mary Smith. Kenosha, Wis., John Martin’s house, inc., °1946. 


(82; p. illus. (partecol.) 224x197. 


1. Fleur, Anne Elizabeth, 1901- illus. uw. Title. 
PZ7.S6577Ci 46-22445 
© 9Apr46; James & Jonathan co., Kenosha, Wis. ; A7055. 


Library of Congress (3) 





CIRCUS BOOK FOR TRACING AND DRAWING. 
Now 3is Appl. author: Blizabeth 
Colbornee © 213127; A1005153« 
© Platt & Munk Cos, ince (PWH); 
29JulShs; R133926. 





CIRCUS BOY; w & m Tex. Morton © Peer 
International Corp. 4Mar53 EU307442 


Library of Congress 
Copyright Office 





CIRCUS BRAND GRAPEFRUIT DRINK. SEE 
Circus Corporation. 





CIRCUS BRAND ORANGE DRINK. SEE 
Circus Corporation. 





CIRCUS BRAND PINK ELEPHANT. SEE 
Cireus Corporation. 





CIRCUS brand potato chips. SEE Big 
Top Food Products Company. KK30429. 





CIRCUS cake. SEE Pfeil and Holding, 
inc. KK%36210. 





CIRCUS CALLIOPE; m Paul Lawson 
[pseud. of George L. Spaulding]; 
pf. © 23Feb21, £50166. R32h37, 
21Aprii8, Clifford Lee Spaulding & 


Shirley S. DeVoe (C) 





CIRCUS CLOWN ©w & m Ellen 
Matilda Hudson 7Maylh7 
Eu8192); 





11998 


The ¢ireus ¢lown. 


Kurth, Burton, 1890- 

The circus clown; words by Patricia 
Allan. English folk melody arranged 
by B. Kurth] and Nest-time [words 
by Glive Ve. ‘Kurth] Unison songs. 
Vancouver, B. Ce, Can., Western music 
company, ltd. 

© 3Sepl.6; publisher; EP96)1. 


eae Allan, Patricia, lyricist. II. Kurth, 
Olive V 1890- lyricist. III. Title. 


IV. Title: Nes ime. 
: Mus ic Cat ° 





The circus clown. 
Rhodes, Leah Glen. 





Circus clown bank. 


See 


Bartoli, R,mo 





K 1103 


Circus clowns. 
see 


' Jules, Mervin 


mfp 6-26-16 





CIRCUS CLOWNS. SEE Tru-Vue Companys 
Another thrilling journey to the 
land of enchantment. 





CIRCUS COLOR-IT-YOURSELF WRITING PAPER. 
SEE Charwood Art Products. 





Circus coloring book. S88 Saalfield 
Publishing Company. 





The circus coloring book, SEE 
Treasure Books, inc. 





Circus come to town. 
Kanary, 


chael Thomas. 





THE CIRCUS COMES TO CLOWN. (Screén Song). 
Paramount Pictures, Ince, 1947- 1 reel, 
sad., color, 55mm. 

Credits: Director, I. Sparber; story, 
Billi Turner, Larz Bourne. 
W Paramount Pictures, Inc.; 26Dec)73 


LP1420. 





THE CIRCUS COMES TO TOWN, by Lebbeus 
Mitchell, with illus. by Rhoda Chase. 
© Boct2i, a627420. 52133, 26sepl9, 


Lebbeus H. Mitchell (A) 





THE CIRCUS comes to town. 0DU15756. SEE 
Young People's Records, inc. 





CIRCUS COMING SOON. SEE 
Whitman Publishing Company. 





CIRCUS CORPORATION. 
Big funny clown feet. Rubber work. 
Appl. author: Donald Lynskey. 
© Circus Corp.; lapr5); GP6b19. 





CIRCUS CORPORATION. © 
Cireus brand grapefruit drink. 
{Yellow clown] Label. 
© 12Fep5)3 KKI,2,35~ 





CIRCUS CORPORATION. © 
Circus brand orange drink. [Green 
clown] Label. © 12Feb5l,5 
KK942i),. 





CIRGUS CORPORATION. © 
Circus brand Pink Elephant. Luse 
cious fruit drink. © l2Feb5is 
KK9421)56 





THE CIRCUS COTTON-TAILS, by Laura Roun- 
tree Smith; illustrated by Fred 
Steerns. 28Jun22, a677822. 

oo 12Apr50, A. Flanagan Co. 
PWH 





THE CIRCUS COWBOY, a photoplay in five 
reels by Fox Film Corp. © Buay2h, 
120161. R78 729 > 22May5i1, Twentieth 
Century-Fox Fi 





G 1478 


ance 


Bernstein, Blenche. 





CIRCUS DAY; w &m J. Fred Coots © 
Chas. H. Hansen Music Co. 270cet52 
EU293186 


Library of Congress @ 


Copyright Office 





CIRCUS DAY; w, m & © Marcus Jacob 
Lehman 24Ju150 EU210461 


Library of Congress & 
Copyright Office 





Circus day. 


M25 ANDERSEN, HELEN SOMERVILLE, 1892- 

A Circus day; by Helen Somerville Andersen. 
Tucson, Arizona Music Shop. © Arthur ° 
Olaf Andersen; 6Oct48; EP42210. For 
piano. 


I, Title. 


Library of Congress 
Copyright Office 





Circus day. 

M1993 UPSHUR, CLAIRE HARSHA. 

.u8C5 Circus day, nine action songs for 
lower primary grades, words and 
music by Claire Harsha Upshur, © 
Harold Flammer, inc., New York; 
ek4oct48; EP3Z1115. 


I. Titie. 





CIRCUS DAY. 

Photoplay by Famous Players~Lasky Corp.; 
directed by John William Kellette; scenario by 
Doty Hobart; based on The days of real sport, 


by Briggs. 


(Pwr), 

R 12580, 11-3-46; Paramount Pictures, Inc.,(S) 

New York. 6)11-1-19; Famous Players-Lasky Corp.; 
L 14384. 


& eog 11-13-46. 





CIRCUS day. DP17959. SEE Harris, Aurand. 





Circus day in our town. SEE 
Witty, Paul A. 





Circus day parade. 


M1978 MIZZY, VIC, 1916- 

-C45M The circus day parade; words and music 
by Dave Franklin and Vic Mizzy. 40¢ 
© Leo Talent, inc., New York; 27Mar51; 
EP53695. 


I, Franklin, Dave, 1895- Il. Title. 


MAY it 1951 


Library of Congress 
Copyright Office 





THE CIRCUS day parade. KK66255. SEE 
Columbia Records, inc. The happy 
calliope song. 





Circus day with you; w&m Sé de 
Stollae © Samucl J[ohn] Stella, 
Boston; 5Junl7; 2u80743). 





Circus Day with You. 


M1978 STELLA; SAMUEL JOHN, 1907- 

«C58 Circus Day with You; words and 
music by Samuel Stellai © Sam- 
vel J, Stella, Bostonj 17Ju1\7; 
EP1i82233 


Tie. PEt LS § 





Library of Congress 


CIRCUS DAYS; w& m. © 24Sep23, 
E572019. R67712, 27Sep50, Eric 
Valentine (A of w) & Joe A. Tunbridge 
(A of m) 





CIRCUS DAYS; for band by Harry L. 
Alford. © 8Dec26; E653247. Ruth 
Alford Bottoms (C); 20Aug54; R134910. 


Library of Congress & 


Copyright Office 





CIRCUS DAYS; w & m William Helmore., © 
23Apr26, E638799. R115003, 22Ju153, 
William Helmore (A) 


Library of Congress @ 





Circus days. 


M1624 STRYKER, DAISY MURRMANN, 1897- 
Circus days; by Daisy Murrmann Stryker, 
[For voice and 2 guitars] © Federated 
Teachers Service Corp., South Bend, 
Ind,; 170ct50; EP51770, 


cep et 1958 
I, Title, 


Library of Congress & 
Copyright Office 





CIRCUS DAYS; w & m Edith Maida Lessing 
& Jimmie [i.e. James V.] Monaco. 
© 27Jun23, E£565251. R64882, 31Ju150, 
Virginia E. Monaco Helvoigt (W) 


1 92 1951 


Revised 
5Jan51 





Circus days. ¥1 
M1385 WARD, HELEN REBECCA, 1918- 
~ALW Circus days [by] Helen Ward, © Alfred 
Music Co., inc., New York; 19Janl8; 
EP22160. For accordion solo. 


Library of Congress 
Copyright Cfice 





CIRCUS DAYS (IN OUR ONE HORSE TOWN); w 
& m. © 16Aug23, E570991. R66049, 
16Aug50, Leon De Costa (A) 





Circus days. 


© Frador Music Market; 1llAugh6; EP108532,. 
SEE 


1955 file. 





CIRCUS DAYSe EE Moller, Hans. 





Circus daze. SEE Lee, Lawrent, 
peeud. The Sperkans . 





Circus Doctor. 


HENDERSON, J. Y. 

Circus Doctor; as told to Richard Tap- 
linger, [1st ed.] Boston, Little, Brown, 
238 p. illus. © J. Y. Henderson & 
Richard J. Taplinger; 13Mar51; A53439. 


I. Taplinger, Richard J. 


md/r 


Library of Congress 
Copyright Office APR -6 1951 





The circus dwarf stories. (R) SHE 
Stein, Evaleen,. 





THE CIRCUS ELEMENTARY SCHOOLe SEE 
Hercules, Christopher De Jean, 





CIRCUS fantasy. 
— antasy. 0pU30763. SEE Bunnens, 





CIRCUS FOLDER. SEE Marshall Brass Come- 
panye Special circular. 





Circus. foods, 


tins. 
Wash., Printed by 
e196. 

cardboard box: 
28em. 


Lebel. 
an ° 
© Circus 


foods, 
28Jull6; 


KKILH95. 


inCe 
Circus mixed nuts. 
(Mixed nuts 


h8 +h oz. vacuum 
) Longview, 
Longview fiber co.] 

x 25°% 


abet ESS Be al 


inc., San Francisco; 


hAugit7 rs 





CIRCUS FOODS, INC. © 
Circus new smokehouse cashews. Net 
wt. loz. Label. Appl. author: 
Edward H. Jenanyan. (€) 3Sep5l,; 
KK101621. 





CIRCUS FOODS, ING. © 
Circus peanuts; salted. Net weight 
75/100 oz. Label. Appl. author: 
Edward H. Jenanyan. © 25Feb5l3 
KK10123). 





Gircus foods, inc., claimant. ; 
Circus salted mixed nuts. (Mixed nuts, 
peanuts, almonds) {San Francisco, 
“rinted by American can co., 19/5] 
metal sheet, & x 26cm. 


Zabel. 

“Copyright 19)6" 

© Circus foods, inc., San Frenciseos 
19Augh5; We 18Nowkh6; xK1h)8h. 


6Augh7 rs 





Circus foods, inc., claimant. 

Circus salted peanuts. (Peanuts) 
[San Francisco, Printed by Fleishhecker 
paper box co.} ¢19l6, 

cardboard carton, ilius. 20 x 212 
Sem. 


eter 


Cireus foods, inc., San Francisco; 
28auc sé; KK14K95. 


bAugh7 re 





KK 7238 


Circus foods inc., claimant 


Circus salted peanuts 5 g. (Peanuts) 
(Milwaukee, Printed by Milprint] c1946. 
cellophane bag. illus. (cole) 14x 6 om. 


Label, 
Appl. author: Robert Washbish. 
9-35-46; 2 ¢ 11-11-46; San Francisco; 
K 7238. 
mge 12-17-46 





Circus foods, inc. 
Circus’salted peanuts. 

5f bags. (Peanuts) 

Printed by Longview fiber co. 
cardboard box. 


UGS , 


KK1Nh97. 





Circus foods, inc. 

Circus salted peanuts. 2) - 8 oz. 
vacuum tins. (Peanuts) [Longview, 
Wash., Printed by Longview fiber co,.] 
c19h 6. é 

cardboard box. illus 16x35 & 
26cm. 


Label, 
» © Sirens foods, inc., San Francis 


ulh6é; KKIyNO). 





Circus foods, inc. 

Circus salted peanuts. 120 - 5¢ 
bags. (Peanuts) [Longview, Wash., 

rinted by Longview fiber co.] c19l,6. 

cardboard box. - illus. 13 x 46x 
2hem. 

Label. 

Appl. author: pe <hete 

© Circus foods, inc., San F: rancisco; 
28Ju1h6; KKLLL96 


hAugh7 rs 





Cireus frolic. 


M1993 DORANCHAK, STEPHNEY, 1919- 

.D716 A circus frolic; festive acts in song and 

C5 dance for elementary grades, including 
complete directions for performance, by 
Stephney Doranchak, illustrated by Jean 
Martinez. $1.25 © The Boston Music 
Co., Boston; 7Nov51; EP58559, 


I. Title. 


Library of Congress & 
Copyright Office 





CIRCUS FUN (Filmstrip) Popular Sciehee Pub. 
Cos, 1952. Developed in cooperation with 
the World Book @=noyclopedia, 45 fr., color, 


35 MWe 
¢ “Two primary school children 
learn how to use an encyclopedia following 
@ Visit to the circus. Anseo color, 
® Popular Science Pub. Gos, ince; 100ct523 
JPI941. 





CIRCUS fun. AA2268539. SEE 
Popular Science Publishing 
Company, inc., New York. Teach-0- 
Filmstrip teaching guide. 





THE CIRCUS GIRL arr Kiefert & Davey 
© Chappell & Co., ltd. EP15494. 
Notice 8Jan53 v21 p85 


Library of Congress 
Copyright Office 





Cireus girl. 
M1356 MONCKTON, LIONEL, 
-M The circus girl; barn dance on melodies 
by Lionel Monckton, arr. by Carl Kiefert 
& Sidney Davey. (Chappell's old time 
series, 9426) [Piano-conductor score 


(orchestra) and parts] 4/. © on arrange- 
ment; Chappell & Co., Itd., London; 


22Aug52; EF0-15494, 


I, Title. [Il. Kiefert, Carl. 
Ill. Davey, Sidney] 


Library of Congress 
Copyright Office 





CIRCUS guy. DU20767. SEE 
Here*’s Heidy (Radio program) 
May 1, 199. 





The circus horses 
111380 
20 OBENCHAIN, VIRGINIA PAULI. 

The cureus horse; for the piano, 
by Virginia Obonchain. Ge 
Sehinmer, inc., New York; 16Novh6; 
EP11606. 


i. Titio. 


Iiusic Cat. 





THE CIRCUS HORSE. (Adventure Special). 
Vitaphone Corp., 19:7. A Warner Bros. 
short subject. 10 min,, sd., color, 45mm. 

Credits: Director, Richard Bare. Cast: 
Alan Hale, Douglas Kennedy. 

© Vitaphone Corp., New York; 21Janl7; 
MP2201. 





CIRCUS hostess sets by Libbey Glass. 
KK73132. SEE Owens-Illinois Glass 
Company. Libbey Glass Division. 





CIRCUS hostess sets by Libbey Glass. 
KK74.231. SEE Owens-Illinois Glass 
Companye Libbey Glass Division. 





CIRCUS ICE CREAM. SEE Faribault Ice 
Cream Company. 





CIRCUS in Barnyardville. DU29150. SEE 
Barnyardville Varieties (Television 
program) No. 12. 





Careus in the sky. 


See 


—_—wee 


Bilotti, Anton George. D ump. 1144. 





The circus is a merry place. 
Sandow, Leon. 





The circus is coming. 
Perk, Samuel S, 





THE CIRCUS IS IN TOWN, w LeRoy 
Pritchett, m Highe Lewman © 
Pritchett Publications 22Dech7 
EU1088),7 


Litrery of Congress 6 


Copyright Office 





Circus is in town. 


M1995 MAYER, NATALIE. 

M45 The circus is in town; a musical 

C5 playlet for children, ages 8-11, 
lyrics ... by N. Mayer. New York, 
Charling music corp. #1. 
© 14Jun46; publisher; EP7293. 


Score: solo voices, unison chorus 
and piano. 


I. Title. 


Revised 
Library of Congress ia 11Apr49 
Copyright Office 





The circus is in town. 
Gaudin, Sidney Joseph. 





CIRCUS MAGAZINE. 


SEE 


RINGLING BROTHERS BARNUM & BAILEY CIRCUS 
MAGAZINE. 


Library of Congress 


& Copyright Office 





CIRCUS MAGAZINE. s8E 
Ringling Bros., Sarnum & Bailey 
circus magazine, 1954. 





CIRCUS MAN ©@w &m Andrcow Jackson 
29i.pr).8° EU1L27397 


Library of Congress e 


Copyright Office 





The circus march. 
Vandermeer, Karla Frances. 





CIRCUS MAXIMUS; for piano by C. C. 
Samuels. © oon arr,, 270ct25, 
E626608. R119328, 230ct53,. Walter 
Jacobs, inc. (PWH) 


Library of Congress @ 





CIRCUS MAXIMUS; by C. C. Samuels, or- 
ehestra arr, R. E. Hildreth; pts. © 
on arr,, 16Nov25, E628953. R120557, 
‘13Nov53, Walter Jacobs, inc. (PWH of 
R, E, Hildreth) 


Library of Congress & 


Copyright Office 








Circus mixed nuts. 48 ~- og. vacuum 
tins, KK14495. See Cireus foods, inc. 





Cireus music. 


SMETANA, BEDRICH, 1824-1884. 

(The bartered bride) Circus music; from 
Smetana’s opera The bartered bride, 
tar by Harry J. Stafford] © Bevan 

sic Productions, ltd., London; 10Mar49; 
on arrangement; EF12752, For piano, 


I, Stafford, HarryJ., arr. I, Title. 
Ill, Title: The bartered bride. 


Library of Congress 
Copyright Office 





CIRCUS NEW SMOKEHOUSE CASHEWS. SEE 
Circus Foods, inc. 





CIRCUS night at the North Pole. 63601. 
SEE Peets, Arthur George. 





The circus of adventure. 


BLYTON, ENID. 

The circus of adventure; with illus. by 
Stuart Tresilian. New York, 1953. 
316 p. Appl. states prev. pub. abroad 
28Oct52. © on changes; St. Martin's 
Press, inc.; 13Feb53; A80205. 


I, St. Martin's Press, inc. 


Library of Congress a 
Copyright Office 





The circus of adventure. 


BLYTON, ENID. 

The circus of adventure; with illus. by 
Stuart Tresilian. London, Macmillan, 
1952. 316 p. ©St. Martin's Press, inc.; 
28O0ct52; le 23Mar53; AI-3762. 


I. St. Martin's Press, inc. 
II. Title. 


Library of Congress & 
Copyright Office 





THE CIRCUS of Dr. Lao. DU31)86. SEE 
Steinbeck, Gwyndolyn Conger. 
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%Circus_of fun comics no. 3. 


NUGENT, ARTHUR WILLIAM ©, Newark, 
N. Je 
Circus of fun comics no. 3. 
December. Toronto, A. W. 
Nugent Pub. Co. Pamphlet, 
illus. © 15Sepl7; AI-117. 


*Abandoned at request of copyright 
claimant Sept. 26, 197. 





AA 31551 

I 
A circus of fun with “Happy the Hum- 
bug" and the laughing stock of 
animals.: 


see 


Carlin, I 


e afp 1-17-47 





AA 31550 
A circus of fun with “Happy the Hum- 
bug" and the laughing stock of 
animals; coloring book. 
see 


Carlin, I 


& afp 1-17-)7. 





A circus of our own. 
EBERLE, IRMENGARDE. 
A circus of our own; illus. by Kurt 
Wiese. New York, Dodd, Mead. 
162 p. © Irmengarde Eberle; 
7TSep48; A25409. 


Library of Congress i 
Copyright Office 





CIRCUS ON PARADE; w Jon Arthur & Billy 
Collins m Albert Van Dam © Beacon 
Music Co., Joe Davis, owner 12Apr5l 
EU235236 


5 Goorright OF — & MAY 17 1951 


perenne 


RE X%-69 





GIRGUS ON THE GAMPUS. Twentieth Century- 
Pox Pilm Cor 9 1950. 10 min., Bde, 
baw, 35mm. (Sports Review Series) 
Summary: Scenes of the circus presented 
by the ahutente at Plorida State 
University. 
Credits: Producer, Edmund Reek; director 


Tom Cummiskey; narrator, Mel Allen; 
music director, Jack Shaindlins film 
editor, Arthur Lincer, 

Twentieth Century-Fox Film Corp.3 


8Dec503; MP920. 





The circus or the jungle. 


Simonson, Solomon. 

Te cireus or the jungle; a play ¢n- 
pecially prepared for the upper grades of 
the elementary school to be produced 
during American education week, November 
10-16, 1946. Washington, D. Co, Nationa 
education association {[19),.6] 

23 Po 411us, 25eMo 


ational education association of 


the United State Washington, DL. C.; 
lSepl.e; 2c 21d Li7 3 155865 | ; 
vi 6augl 7 





CIRCUS PALS, a photoplay in two reels 
by Fox Film Corp. © 3Jun23, 119203. 
R65957, 17Aug50, Twentieth Century- 
Pox Film Corp. (PWH) 





Cireus panorama. AAlj2712. see 
Bailey, Relph Orrin. 


pam 4-16-17 





CIRCUS paper dolls. AA210619. SEE 
Saalfield Publishing Company. 





THE CIRCUS PARADE; by We Berwald; 
pf. © 22Decl19; £67986. 
R18632; 8Maylk7; William Berwald 
(A), Syracuse, Ne Ys 





THE CIRCUS PARADE © w & m Ethel 
Maurine Foster Everly 22Sepl7 
EU100);50 





THE CIRCUS PARADE; w, m & © Elizabeth 
Deutsch & Evelyn Atwater 19Feb54 
EU348356 


Library of Congress & 
Copyright Office 





CIRCUS PARADE; by Rose Gaynor Faeth; 
piano, with w. © 2Sep26, E645935. 
R120467, QNov53, Art Publication 
Society (PWH) 


Library of Congress & 


Copyright Office 





THE CIRCUS PARADE; for piano by Frank 
H. Grey.- © 4Aug27; E672887. 
Bertha A. Grey (NK) ; NAug54s; 
R134109. 


Library of Congress & 
Copyright Office 





A CIRCUS PARADE; w, m & © Evaline A. 
Haberstich 16Feb53 EU304060 


Library of Congress 
Copyright Office 





Circus parade. 


M1380 CARTER, BUENTA. 

.C The circus parade; by Buenta Carter. 
© Clayton F. Summy Co., Chicago; 
28Feb49, EP34600. For piano. 


I. Title. 


Library of Congres : 
Copyright Office 





Circus parade. 


FENNER, PHYLLIS REID, ed. 

Circus parade, stories of the big 
top; illustrated by Lee Ames, 
Knopf, 174 p. © on compilation & 
illus,; Alfred A. Knopf, inc.; 
16Aug54; A148980, 


I.. Ames, Lee, illus. 
II, Knopf (Alfred A.) inc. 


Library of Congress 
Copyright Office 





Circus Parade. 
HOPKINS, H F 1900- 
Cireus Parade ... (vy) He Fz 
M1378 Hopkins. (In Hirschberg, David, 
oH ed. and comp. Pieces Are Fun. 
bk. 1, p. 18-19) © Musicord 
Publications, New York; 
2Julh7; EP15933. For piano solo. 


ee Title. : 
Music Cat. 





Circus parade. 


M1553 WHITEHEAD, ALFRED. 

.W Circus parade; [by] Alfred Whitehead 
[words by] Staines Franklin. (Arthur P. 
Schmidt's octavo edition, no.304) [Score: 
SAB and piano] 16¢ © The Arthur P. 
Schmidt Co., inc., Boston; 2Oct51; 
EP57987. 


I. Title. ([II. Franklin, Staines] 


5\ 
.o* 


Library of Congress e 
Copyright Office wor 





Circus parade. 


M1390 WIDDICOMBE, TREVOR, 

.W Circus parade; music by Trevor Widdi- 
combe. London, Curwen; New York; G. 
Schirmer, sole agents for U.S, A. 
(Curwen edition, no. 9731) [For piana 
4 hands] 2/6 © Trevor Widdicombe; 


20Sep54; EFO-29881, 


I. Title. 


Library of Congress S 





Circus parade. 


M1350 WILLIAMS, CHARLES, 1893- 

.W Circus parade; by Charles Williams. 
Lead sheet, [Melody and instrumental 
cues] 6d © Chappell & Co., ltd., London; 
16Dec52; EF0-17707. 


I, Title, 


Library of Congress 
Copyright Office 





Circus parade. 


M1045 OLDHAM, ARTHUR, 1926- 

0 * Circus parade; [by] Arthur Oldham. 
Full score. [For orchestra] 25/- 
© Hawkes & Son (London) ltd., London; 
280ct52; EFO-16339. 


Title. 


Library of Congress © 
Copyright Office 





The circus parade. 


ZIETZ, OLIVE. 

The circus parade, by Olive Zietz and 
Lillian Billington. Garden City, N. Y., 
Garden City Pub. Co. [40] p. illus. 
(Play and learn books) © James & Jona- 
than Co.; 30Jul50; A46259. 


I, Billington, Lillian Emily, joint author. 
II, James and Jonathan Co, 


SEP 15 1950 


Library of Congress 
Copyright Office 





Circus parade. 


M1356 BARALDI, ERNEST, 1913- 

.B Circus parade; marche-one step, musique 
de E, Baraldi & F, Grare. Paris, F, 
Grare. [Parts: orchestra] © E. Baraldi 
& F. Grare; 10Feb51; EF0-7639. 


I, Grare, Fernand, 1910- Il. Title. 


JUN 21 1951 


Library of Congress 
Copyright Office 





Circus parade. 


M1572 WHITEHEAD, ALFRED, 

-W Circus parade; by Alfred Whitehead 
[words by] Staines Franklin, [Score: SA 
and piano] 16¢ (Octavo series, no.282) 
© The Arthur P. Schmidt Co., inc., Bos- 
ton; 2Oct51; EP60209, 


I, Title. [Il. Franklin, Staines] 


Library of Congress ww 
Copyright Office 





Circus parade, 


M1380 ERB, MAE AILEEN, 1889- 

ey The circus parade; piano solo with words 
by Mae Aileen Erb. 35¢ © The Boston 
Music Co., Boston; 15Jul52; EP64165, 


4 


I, Title. 
Revised 
26Sep52 


Library of Congress 
Copyright Office 





Circus parade march. 


STUCKI, FRANZ JOHANN, 

Circus parade march; music by Franz 
Johann Stucki, lyric by Helen Brown, 
arr. by [Betty B. Glynn of] the Oahu 
Staff. (Oahu modern piano accordion 
course [lesson] 87X) 35¢ © on lyric & 
arrangement; Oahu Pub. Co., Cleveland; 
1Feb52; EP61781, 


1, Accordion music---Teaching pieces. 
I, Title, [II. Brown, Helen M., 1919- 


I re 
A Dorer et Cnarees &5 Raity Soy S820 
Copyright Office 





CIRCUS Parade, Ringling Bros. and 
Barnum & Bailey band, conducted by 
Merle Evans. KK73825. SEE Capitol 
Records, inc. 





Circus parade, SEE Lee, Lawrent, 
pseeud. The Spartans. 





CIRCUS PARADE, SEE Tru-Vue Companys 
Another thrilling journey to the 
land of enchantment. 





Circus parades, a pictorial history of America's 
greatest pageant. 
FOX, CHARLES PHILIP. 
Circus parades, a pictorial history of 
America's greatest pageant; introd. 
by Henry Ringling North. Watkins Glen, 
N. Y. [1953] 180p. illus. © Century 
House; 4Jan53; A78855,. 


I, Century House. 


Library of Congress & 
Copyright Office 





CIRCUS Partybox. SEE Partybox, inc. 
KK50992. 





CIRCUS Partybox; complete party setting 
for eight. SEE Partybox, inc. 
KK50991. 





CIRCUS PEANUTS. SEE Circus Foods, 
inc. 





CIRCUS POLKA; m Eddie Zima © W. H. 
Sajewski Music & Pub. Co., inc. 
25May53 EU317701 


Library of Congtess @ 
Copyright Office 





Circus-polka,. 


CACCIOLA, JOSEPH. 
Circus-polka; by Joseph Cacciola, [For 
piano] © Alice Remsen, New York; 
28Jul54; EP82236, 


I. Title. 


Library of Congress & 





Circus polka. 
M1266 STRAVINSKII, IGOR' FEDOROVICH, 1882- 
-S8C5 «Circus polka, composed for a youn 
elephant [by] Igor Stravinsky. © 
Associated Music Publishers, inc., 
New York; 7May48; EP26850. Score: 
band. 





The circus polka. 
Shepard, Riley. 





Circus pops. KK1612. See Huff (H. L.) 
manufacturing 6o. : 





THE CIRCUS PRINCESS; selection, by 
Emmerich Kalman, arr. Alfred Goodman; 
piano. © on arr.; 2Jul27; E667918, 
Harms, inc. (PWH of A. Goodman); 
2Ju154; R1327459. 


Library of Congress ee 
Copyright Office 





Circus princess. 


I DREAM OF YOUR EYES; from The circus 
princess, w Harry B. Smith, m 
Emmerich Kalman. © on new w3 


19Apr27; E659993. Sydney Reed Smith 
(C); 21Apr54; R129199. 


Library of Congress ee 
Copyright Office 





Circus princess. 


LIKE YOU; from The circus princess; 
w Harry B. Smith, m Emmerich Kalman; 
duet. © on new w; 19Apr27; E659995, 
Sydney Reed Smith (C); 21Apr64; 
R129201, 


Library of Congress $ 
Copyright Office 





Circus princess. 


WE TWO SHALL MEET AGAIN; from The 
circus princess, w Harry B. Smith, 
m Emmerich Kalman. © on new w; 
19Apr27; E659991. Sydney Reed Smith 
(C); 21Apr54; R129197. 


Library of Congress @ 
Copyright Office 





Circus princess, 


WHAT D'YA SAY; from The circus princess, 
w Raymond W. Klages, m Jesse Greer. 
© 19Apr27; E659996. May E. Klages 
(W); 18Jun54; R132064. 


Library of Congress & 


Copyright Office 





Circus princess. 


WHAT D'YA SAY; from The circus princess, 
w Raymond Klages, m Jesse Greer, 
© 19Apr27; E659996. May E. Klages 
(W) & Jesse Greer (A); 21Apr54; 
R129202. 


Library of Congress & 


Copyright Office 





Circus princess. 


WHAT D'YA SAY; from The circus 
princess, w Raymond Klages, m 
Jesse Greer. © 19Apr27; E659996. 
Jesse Greer (A); 19Apr54; R129106. 


Library of Congress @ 
Copyright Office 





Circus princess. 


WHO CARES; from The circus princess, 
w Harry B. Smith, m Emmerich Kalman. 
© on new ws 19Apr27; E659994. 
Sydney Reed Smith (C); 21Apr54; 
R129200, 


Library of Congress oe 


Copyright Office 





Circus princess. 


YOU ARE MINE EVERMORE; from The circus 
princess, w Harry B. Smith, m 
Emmerich Kalman. © on new w; 19Apr27; 
E659992. prety Reed Smith (C); 
21Apr54; R129198. 


Library of Congress @ 


Copyright Office 





Circus punch-out bOOlts SEE 
Whitman Publishing Company. 





CIRCUS PUSH-OUTS. A9291\. SEE 
Saalfield Publishing Company. 





CIRCUS puzzles, KK16)2). SEE . 
Playtime House, ; 





CIRCUS quiz. C2523. SEE Kelley, Prancis 
Beverly. Dailey Bros. Circus, no. 43. 





THE CIRCUS QUEEN, SEE Green, Joseph Ho= 
well, 





CIRCUS RAG; w & m By Dunham & Jack 
Kenney © Pic Music Corp. 1May50 
EU202206 





CIRCUS RENZ-GAVOTTE; mH. Fliege, arr. 
Julius S. Seredy; orch. © 4Mar24, 
E585686. R78041, 4May51, Carl 
‘Fischer, inc. (PWH of J. S. Seredy) 


jUL 19 1951 


Library of Congress @ 
Copyright Office 





THE CIRCUS RIDER; pf. © 5Aug22, 
E543550. R50994, 9Augt9, J. Frank 
Russell (A) 


Library of Congreso @ 


Copyright Office 





Circus rider. 


M1380 REBE, LOUISE CHRISTINE. 

R The circus rider; by Louise Christine 
Rebe, © Clayton F, Summy Co., Chicago; 
7Jul49; EP38299, For piano, with words. 


I, Title, 


Library of Congress 
Copyright Office 





Circus ruckus. 


LIPKIND, WILLIAM. 

Cireus ruckus, by Will [pseud.] and 
Nicolas [pseud.] Harcourt, Brace, 
© William Lipkind & Nicolas 
Mordvinoff; 23Sep54; A154015. 


Le Mordvinoff, Nicolas, joint author. 


Library of Congress ee 
Copyright Office r/t 





Circus salted mixed nuts. «xkihkSh. 
See Circus foods, inc. 





KK 7238 )4 4 g Ss 


Circus salted pemuts 5 ¢. 
see 


Circus foods ince, claimant 


mge 12-17-46 


& 





Gircus salted peanuts. 20 boxes 2's 
5¢ bags. KK14497. See Circus foods, 
ine 





Gireus salted peanuts. 2), « 
vacuum tins. KK14))9). See oo 
foods, ine. 








Gireus salted peanuts. 120 « le bags. 
KK14496. See Circus foods, 





Circus scenes. 


M1380 ROGERS, ELIZABETH E 

oR Circus scenes; [by] Elizabeth E. Rogers. 
(Century certified edition, no. 4051) 
[For piano, with words] © Century Music 
Pub. Co., New York; 12Sep52; EP65201. 


I. Tithe. 


Library of Congress ee 
Copyright Office 





Circus school. 
PZ10 
3 
-B7663 +jBrown, Paul, 1893- 


Ci Circus school ;,by,; Paul Brown. New York, C. Scribner’s 
sons, ©1946. 


(64; p. col. illus. 273 x 2134™. 


© 25Nov46; 2c 18Jan7; Charles Scribner's 
sons; A11387. 


1, Alphabets. I. Title. : 
(Full name: Paul Desmond Brown, 


PZ10.3.B7663Ci & 47-30033 


Library of Congress (i 





GIRGUS series, nos. 1<6. cColor-in 
sheets2 SEE Picture Craft. 


MAR 28 1959 





CIRCUS SONG; w Robert Carter & Erika 
Mitchell m Eyo Grossman © Eyo Gross- 
man 7Jan54 EU344536 


Library of Congress Se 
Copyright Office 





THE CIRCUS SONG; w, m & © Helen Joan 
Zill 25Sep51 EU251147 


ocT 12 1951 
Library of Congress . 
Copyright Office 





Circus song. 


PA, TAKE ME TO THE CIRCUS. The circus 
song; by Kermit Goell & Fred Spielman 
© River Music Corp. Notice 7Apr54 
v23 ps4s 


Library of Congress & 
Copyright Office 





THE CIRCUS SONG. Pa, take me to the 
circus; w Kermit Goell m Fred Spiel- 
man © River Music Corp. 7Apr54 
EU353752 


Library of Congress S 


Copyright Office 





E unp 4.167 
The circus song. 
See 


Strickler, Love. 


jss 4-16-6 





ircus son 
M1998 STMCKLER, SSovE. 
°S The circus song, words and music by 
Le Stricklere © Love Strickler, 
6Feb\8; EP23087. 





Circus song folio. 


M1977 SULLIVAN, HENRY. 

eC45 Circus song folio. 1949 ed. Lyrics by 

.S8 John Murray Anderson, music by Henry 
Sullivan. © Bregman, Vocco & Conn, 
inc., New York; 5Apr49; EP35687. 


I. Anderson, John Murray, lyricist. 
Il. Title. 


Library of Congress 
Copyright Office 





Cireus stories. 


JACKSON, KATHRYN. 

Circus stories, by Kathryn and Byron 
Jackson. Pictures by Charles E. Martin. 
New York, Simon and Schuster. 124 p. 
(A Golden story book, 8) © Simon and 
Schuster, inc. & Artists and Writers 
Guild, inc.; 15Sep49; A37577. 


I, Jackson, Byron, joint author. II. Martin, 
Charles E., illus. II. Simon and Schuster, 
inc. IV. Artists and Writers Guild, inc. 


Library of Congress 
Copyright Office sh/r 





AA 11839 
The circus storye 


sec 
= 


Howell, Virginia 





Cireus suite ballet. 


M1380 HARRIS, THEODORE, 1912- 

.H (Circus suite ballet) Thundersky; a little 
piece for children [from the Circus 
suite ballet], piano composition by Ted 
Harris. © Students Music Pub. Co., 
Brooklyn; 2Jun50; EP47913. 


I. Title. II. Title: Circus suite ballet. 


Library of Congress 
Copyright Office 





Circus surprise. 


BROMHALL, WINIFRED, 
Circus surprise, written and illus- 
trated by Winifred Bromhall. 
© Alfred A. Knopf, inc.; 
17Feb543; A126597. 


I. Knopf (Alfred A.) inc. 


Library of Congress & 


Copyright Office 





GIRCUS TABLECLOTHs SEE Kellogg 
Companys 





Circus tent. 


Beal, Gifford. 





° 


CIRCUS, the biggest show in town. 
DUZO140. SEE Synthetic Plastics Sales 
Company. 





CIRCUS THRILLS. SEE Tru-Vue Company. 
Another thrilling journey to the 
land of enchantment. 





CIRCUS TIME; w & m George Robert Nel- 
son, Robert Stewart Cragin & Edward 
Francis Flynn © George R. Nelson, 
inc. 30Jan50 EU192092 


Library of Congress 
Copyright Office 





Circus time. 
M1993 NORMAN, RUTH. 
-N7A2 Action songs for special occasions: Circus 
no.5 time; by Ruth Norman. 50¢ © Mills 
Music Co., New York; no.5, 22Jan52; 
EP62617,. 


I. Title. Il. Title: Circus time. 


xM1978 


Library of Congress -C45 
Copyright Office 





Circus time. 


M1203 LANG, PHILIP J 

3 La *Circus time; descriptive suite, for band 
and ringmaster, by Philip J. Lang. 
[Condensed score and parts] $9 © Mills 
Music, inc., New York; 27Nov50; 
EP51068, 


i, Litle, 


Library of Congress ¢ 
Copyright Office 


JAN 22 1951 





Circus time. 


CONGER, MARION. 

Circus time; pictures by Tibor 
Gergely. New York, Simon and 
Schuster. [42] p. (The Little 
golden library, 31) © Simon and 
Schuster, inc. & Artists and 
Writers Guild, inc.; 5Apr48; 


A23291. 


i Gergely, Tibor, illus. II. Simon 
ana, schuster, inc. III. Artists and 
Writers Guild, inc. 


Library of Congress @ me/, p 


Copyright Office 





CIRCUS time. SEE Simon and Schuster. 
KK387),6. . 





CIRCUS TOT. SEE Hoague-Sprague Cor- 
poration. 





CIRCUS TOW. Vitaphone Corp., 19)8. A 

Warner Bros. short subject. 10 min., 
SG., color, 55mm. 

Summary: A small western town 
presen an amateur circus. 

Credits: Producer, Gordon Hollingshead; 
director and photographer, Gill H. DeWitt; 
written by Saul Elkins. 


© The Vitaphone Corp.; 19Jeank8; mPkl15. 





CIRCUS TOWN from Circus town Ow &m 
William Lawrence Lovelock 8Feb49 
EU156479 





Circus town. 


ANY TIME IS LOVE TIME from Circus 
town © w & m William Lawrence Love- 
lock 8Feb49 EU156481 


Library of Congress 7) 


Copyright Office 





Ciréus town. 

JUST A TEEN-AGER from Circus town 
Ow & m William Lawrence Lovelock 
21Apr49 EU164801 


Library of Congress 
Copyright Office 





Circus town. 


WHO'S WHO IN YOUR HEART from Circus 
town © w & m William Lawrence Love- 
lock 8Feb49 EU156482 


Library of Congress * 
Copyright Office 





Circus town. 


WHY MUST WE SAY GOODBYE from Circus 
town © w & m William Lawrence Love- 
lock 8Feb49 EU156480 


Library of Congress & 


Copyright Office 





The circus train. 


KNITTLE, JESSIE M. 

The circus train, verses; illus. by 
Dorcas [pseud.] 32p. (Tell-a-tale 
books, 890) © Whitman Pub. Co., Racine, 
Wis.; ’3Dec48; A31732. 


I, Conri, Dorcas, illus. 
II. Whitman Publishing Co. 





CIRCUS TRICK DOG BANK. SEE Gilmark 
Merchandise sorktion. 





THE CIRCUS TROT, from Back to Blighty; 
w Douglas Hoare, m Philip Braham. 
© 230ct16, E381917. R72147, 18Dec50, 
Faith Eugenie Braham (Ww) 





CIRCUS wagon; Gund zoo-zoo animals. 
SEE Swedlin (J.} inc. KK\8071. 





Circus wagon, 


see 


Elliott, Lyle E 





CIRCUS wagon. K 68735 see Zerner, Hiliot H. 





CIRCUS WALTZ; w James Robert Bergevin 
m Theodore Severn © Theodore Severn 
& James Robert Bergevin 10Jan50 
EU189926 





Prangis Beverly. Dailey Bros. Circus, no. l. 





CIRCUSES that have exhibited in Amer- 
ica. SEE Taxeble value of circus 
good will. R61666. 





CIRCUS=PAKe GU20759. SEE Barnett, 
Eileene 





Cirella, Anthony. 


M2101 [MULCAHY, JUSTIN] 
a) Mary the Dawn; unison hymn in style of 
M Ambrosian chant [by] Paul Cross [pseud.], 
acc. by Anthony Cirella, anonymous 
words] (Edition no. 1679) © McLaughlin 
Reilly Co., Boston; 23Jun49; EP41366. 
With organ acc. 


I. Cirella, Anthény*arr. II. Title. 


Library of Congress 
Copyright Office 





Cirella, Anthony V., 1920- 


2146 MULCAHY, JUSTIN, FATHER. 
With Christ; unison hymn in style of 
Ambrosian chant [words by] John C. Wu 
[music by] Paul Cross [pseud.] acc. by 
Anthony Cirella. (McLaughlin & Reilly 
Co., edition, no.2016) [With organ acc.] 


8¢ © McLaughlin & Reilly Co., Boston; 
7Sep54; EP83552. 


I, Title. [II. Wu, JohnC. Il. Cirella, 
Anthony V., 1920- ] 


Library of Congress & 





- C4reili, Frank. 


I'LG ALWAYS THINK OF YOU; w & m Jack 
Lax & Frank Cirelli. © 15Dec24, 
E604454. R99805, 16Sep52, Remick 
Music Corp. (PwH) 


Library of Congress & 


Copyright Office 





EB unpub 5353. 
Cirelli, Lazar 
Believe me because I love you. 
seo 


Tobin, Louis 


& GG 4-26-)6 





CIRELLI, LAZAR. 

Fascinating polka; arr. by E. 
Clinton Keithley, words and 
music by Lazar Cirelli. © 
Puritan Publishing Co., inc., 
Chicago; 90ctlh6; EP12250. 


I. Keithley, E. Clinton, arr. 
II. Title, 


Library of Congress ey Music Cat. 
Copyright Office 





CIRENE, THE AQUA QUEEN; w, m & © Fred- 
eric Merrill Smith 5Jun50 EU207173 


Library of Congress eS 
Copyright Office 





Cireres de Sant Climent. 


ALTISENT CEARDI, JUAN, 1891i- 

Les cireres de Sant Climent; canci6n 
Catalana, para canto y piano, poesia de 
Jose M,? Gibert Felix, mtsica de Juan 
Altisent. [Barcelona, Marvent] [For 1-2 
voices and piano] © Juan Altisent Ceardi 
& José Maria Gibert Felix; 30Apr51; 

EF 0-9230. 


I. Title, [II. Gibert Felix, José Maria, 
1894- ] OGT =a 


Library of Congress 
i {CoPyright Office & xM1572 





CIRESE, JOSEPHINE K. 
Brownie brand cane & maple syrup. 
KK73363« SEE Scudder Syrup Companys 





CIRESI, Anthony S. SEE Architects 
Legal Form Co. 





CIRGEN, ADAM, PSEUD. SEE 
Cirgenski, Adam, Jr. 


(1930- ) 


EU370618 





Cirgenski, Adam, Jr. 


REALLY TRUE; w.Adam Cirgenski Jr. m 
James Covais © Adam Cirgenski Jr. 
13Sep54 EU370618 


Library of Congress eS 


Copyright Office 





M2075 CIRIA, EMILIO, d, 1959, 

2 La stiplica; Villancico al Nacimiento de 
N.S. J, a solo y duo con piano u organo 
[by] E. Ciria. © Union Musical Espafiola, 
Madrid; 26Dec53; EF0-26210, 


I. Title, 
art. 


xM2074,.2 
Library of Congress eS xM2073.2 





M2075 CIRIA, EVARISTO, d.1950. 

.c La gitanilla; villancico al Nifio Jesus [by] 
E, Ciria. [Score: solo voice, unison 
chorus and organ] © Unién Musical 
Espafiola, Madrid; 23Dec52; EF0-20004, 


I. Title. 


arb arary of Congress e xM2101.5 
Copyright Office 





M2075 CIRIA, EVARISTO, 4.1950. 

Cc Los pastores; villancico al Nifio Jesus [by] 
E, Ciria, [Score: solo voice, unison 
chorus and organ] © Unidén Musical 
Espafiola, Madrid; 23Dec52; EF0-20005. 


I, Title. 


art. 
Library of Congress @ xM2101.5 
Copyright Office 





M1680.2 
.G Ciriaco. 


Guida, Pedro. 
Ciriaco ... Letra ... de P. Guida. 
New York, Peer international corporation, 


9 Ps 
© 13Augh6; publisher; EP7886. 
For voice and piano, with chord 
symbols. 


I. Title. 


Music Cat. 


Lib: f Co 
ee Cie Official only 





CIRIACY-WANTRUP, SIEGFRIED VON, 
Resource conservation; ecofiomics and 
policies. Berkeley, University of Califor- 
nia Press, 1952. 395 p. © The Regents 
of the University of California; 30Sep52; 
A73335. 


I, California, University. Regents. 


Library of Congress & 
Copyright Office 





CIRIBIRIBIN; by Alberto Pestalozza & 
Alberto Silvio © Edward B. Marks 
Music Corp. 9Ju136 EP56281. Notice 
18Nov54 v25 p106 


Library of Congress 


Copyright Office e 





Ciri biri bin, 


© on arrangement; 0. Di Bella, New York; 
10Dech8; EP5)\857. SEE 


1950 files. 





CIRIBIRIBIN; by Alberto Pestalozza, 
orchestra arr, Maurice Gracey. © on 
new arr,; 31Jan27; E663929. Carisch 
s.a. (PWH); 30Nov54; R140083. 


Library of Congress ti 


Copyright Office 





CIRIBIRIBIN arr G. Vitalis 
© Colonial Music Publishing 
cos, inc. 30Jull7 EU8985) 





Ciribiribin; m A. Pestalozza, arr. Jack 
Kammen & Joseph Kammen; pf. © 21Marl9; 


E5866. RO738: 19Febi7; J. & J. 


Kammen music co. (PWH), New York. 





Ciribiribin. 


M175 PESTALOZZA, A 

eA4P 
accordion band [by] A. Pestalozza, arr. 
by Robert Lane [pseud.] (Soduba series, 
no.3) 35¢ © on arrangement; Alfred 
Music Co., inc., New York; 25Sep51; 
EP59582, 


I. Title. [II. Manus, Morton L., 1926- 


FEB -7% 1952 
Library of Congress & 
Copyright Office xM1362 





Cirt biri\bin. 


M175 PESTALOZZA, A 

-A4P Ciri biri bin; waltz [by] A. Pestalozza 
[arr. by J. Peppino] (O. Di Bella edition 
for the piano accordion, 2016) © on ar- 
rangement; O. Di Bella, New York; 
10Dec48; EP54857. 


I. Title. [II. Peppino, J.] 


Library of Congress eS 
Copyright Office 





Ciribiribin. 


PESTALOZZA, A 


Pestalozza, [arrangement and lyric] 
by [Betty B. Glynn of] the Oahu staff. 
(Oahu modern piano accordion course 
[lesson] 64X) © on arrangement & in- 


struction; Oahu Pub. Co., Cleveland; 
6Jan51 (in notice: 1950); EP52188. 


1. Accordion music---Teaching pieces. 
I, Title. [II. Glynn, Betty B., 1918- ] 


Library of Congress 2 A 1951 
Copyright Office eS JUL 24 





Ciribiribin. 


PESTALOZZA,. A 
Ciribiribin, S.A. T. B., [by] A. Pestaloz- 
za, arr. by Robert Childe. (Radio pro- 
gram music, no. 8513) © Neil A. Kjos 
Music Co., Chicago: 6Jan49; on arrange- 
ment; EP33514, 


I, Childe, Robert S., 1899- arr. 
Il, Title, 


Library of Congress 
Copyright Office e 





Ciribiribin. 

CANOE SONG. Ciribiribin; rhythmic or- 
chestra arr. J. Lilian Vandevere, w 
Frederick H, Martens, m A, Pestaloz- 
za, adaptation N. Clifford Page. © 
on arr.; 26Jul26; E645953. Cc. C. 
Birchard & Co. (PWH); 5Jan54; 
R1253527. 


Library of Congress 
Copyright Office 





Cirit “ 
138.5 ribiribin 


oF FERRARO, JOSEPH, arr. 
Ciribiribin; piano solo ..e. arrange~- 
ment by Joseph Ferraro. New York, 
Midtown Music Co, © Educational 
Music Coe, New York; 19Novw6; 
EP6527 


Title. 


Se Music Cate 





M1573 
oP 


Ciribiribin. 
Pestalozza, A 
The market place. (Ciribiribin) 
(S.S.A. with piano acc.) arranged by 
Robert Sedgwick [pseud., lyric by Rhoda 
Newton] New York, Carl Fischer, inc. 15¢ 
© arrangement, 21Junl6; publisher; 
EP5026. 


I. Newton, Rhoda, lyricist. II. Riegger, 
Wallingford, arr. III, Title. IV. 
Title: Ciribiribin,. 


, 
Copyright Office Music Cate 





Ciribiribin, 
Mosti, Mario. EP927, 





CIRIBIRIBIN ON THE MANDOLIN; w, m & 
© Al Hoffman, Leo Corday & Leon 
Carr 29May50 EU205434 


Library of Congress 
Copyright Office 





Ciribiribin on the mandolin. 


M1630 CARR, LEON, 1910- 

2 Ciribiribin on the mandolin; by Al Hoffman, 

Py & Leo Corday and Leon Carr. [For voice 
and piano] 40¢ © Shapiro, Bernstein & 
Co., inc., New York; 4Apr51; EP53846. 


I, Hoffman, Al, 1902- Il, Corday, Leo, 
1902- Ill, Title, 


MAY 15 i957 


Library of Congress 
Copyright Office 





CIRIBIRIBIN WALTZ; for piano or organ 
by M. W. Butler. © 25Jun25, E619205. 
R113284, 12Jun53, A. W. Perry's 
Sons (PWH) 


Library of Congress & 
Copyright Office 





Ciribiricoccola. 


MOJOLI, FRANCO, 1914- 

La ciribiricoccola; rumba, parole di 
Testoni [and] Panzeri, musica di F, 
Mojoli. Milano, Fast. [Piano-conductor 
score (orchestra, with words) and 
parts] © Edizioni Gea; 1Dec53; 
EFO-24571, 


I, Title. [Il. Testoni, Gian Carlo, 1912- 
UI, Panzeri, Mario, 1911- ] 


art. 


Library of Congress eS 





Ciriello, Michael Joseph. 


HEY! STOP PUSHIN! ME; w Michael Joseph 
Ciriello w, m & © on added w Frank 
Joseph Gallipoli 11May50 EU206681 


Library of Congress @ 
Copyright Office 





CIRIELLO, MIKE. SEE 
Ciriello, Michael Joseph, 1903- 


EU20 6681. 





Cirillino Ci. 


MASCHERONI, VITTORIO, 1895- 

Cirillino Ci; by Mascheroni. [Arr. by 
Harold Barlow] [For piano] Appl. 
states prev. reg. 5Feb54, EF0-25529. 
NM: arrangement. © Hill & Range Songs, 
inc., New York; 12May54; EP80800, 


I,. Title. [f1. Barlow, Harold, 1915- 


Library of Congress 6 





Cirillino Ci. 


M1356 MASCHERONI, VITTORIO, 1895- 

-M Cirillino Ci; alla mazurka, parole di 
Rastelli, musica di Mascheroni, [Piano- 
conductor score (orchestra) and parts] 
© Mascheroni s.a., Milano; 5Feb54; 
EF0-25529., 


I, Title. f[II. Rastelli, Nino] 


Library of Congress a) 





Cirillo, John Rudolph. 


I FELL IN LOVE JUST WITH YOU; w John 
Rudolph Cirillo m Harry Rudolph 
Denz © John Rudolph Cirillo & Harry 
Rudolph Denz 9Jun52 EU278658 


Library of Congress 3 
Copyright Office 





Cirillo, Louise. 


BLESS YOUR HEART; w Harriette Margaret 
Glasser m Louise Cirillo © Harriette 
Margaret Glasser & Louise Cirillo 
13Mar53 EU307596 


Library of Congress 
Copyright Office 





Cirillo, Louise. 


HERE COME THOSE BLUES AGAIN © w 
Frances Farfone & John Duffy m 
Louise Cirillo lyJunl8 £U135684 





M1630 CIRILLO, LOUISE, 
2 Here come those blues again; words by 
a * Frances Farfone and John Duffy, music 
by Louise Cirillo. © Evan Georgeoff 
usic Publishing Co., New York; 7Oct48; 
EP34553. 


I, Farfone, Frances, lyricist. Il, Duffy, 
John, lyricist. I. Title, 


Library of Congress 


Copyright Office ee 





Cirillo, Louise. 


WANT A MAN. I want a girl; w Harri- 
ette M. Glasser m Louise Cirillo 

© Harriette M. Glasser & Louise 
Cirillo 3Apr51 EU234296 


MAY 29 1954 


Library of — 
Copyright ice S 





Cirillo, Louise. 


LAUGHING EYES; w Harriette M. Glasser 
m Louise Cirillo © Harriette M. 
Glasser & Louise Cirillo 28Aug50 
EU213626 


SEP 





Cirillo, Louise. 


MAKE A WISH; w Harriette Margaret 
Glasser m Louise Cirillo © Harriette 
Margaret Glasser & Louise Cirillo 
6Nov50 EU220423 


NOV 2.9 Jo59 





Cirillo, Louise. 


MEMORY TO ME; w. Harriette M. Glasser 
m Louise Cirillo © Harriette M. 
Glasser & Louise Cirillo 280ct52 
EU292293 


Library of Congress @ 
Copyright Office ~ 





Cirillo, Louise. 


SINCE I MET YOU; w Harriette M. 
Glasser m Louise Cirillo © Harriette 


M. Glasser & Louise Cirillo 4May51 
EU237641 


4,901 
Lh ae 


Library of Congress 
Copyright Office ¢ 





Cirillo, Louise. 


WAITING, PRAYING; w Harriette Margaret 
Glasser m Louise Cirillo © Harriette 
Margaret Glasser & Louise Cirillo 
150ct52 EU291992 


Library of Congress @ 
Copyright Office 





Cirillo, Louise. 


YOU HOLD THE KEY TO MY HEART; w Har- 
riette Margaret Glasser m Louise 
Cirillo © Harriette Margaret Glasser 
& Louise Cirillo 13Jan50 EU190073 





Cirillo, Wally. 


THE MAJOR; m Wally Cirillo © Herman 
Lubinsky, d.b.a. Crossroads Music 
Co. 1Sep54:EU370289 


Library of Congress & 


Copyright Office 





MT259 CIRIMELE, J B 1912- 


~€55 Melody method for string class; or 
individual study, an educationally sound 
approach to early orchestra and ensemble 
participation [by] J. B. Cirimele and 
Gordon Minor. [Oakland, Calif., R. M. 
Supply Co,] [For violin] © J, B, Cirimele 


& Gordon Minor; 15Nov51; AA202437, 


1, Stringed instruments, Bowed---Methods. 
I, Minor, Gordon, 1915- ~— II, Title, 


Library of Congress a MAR 2 4. 1952 


Copyright Office 





Cirimele, J. B. 


MOONLIGHT ON MONTEREY BAY; arr J. B.. 
Cirimele w, m & © Ormond Graham 
Smith 28Feb51 EU230722 


Library of Congress 
Copyright Office 





Cirimele, J. B. 


TILL TOMORROW; arr J. B. Cirimele w, m 
& © Ormond Graham Smith 28Feb51 
EU230721 


Library of Congress 
Copyright Office 





Cirina, Gene. 


DREAMY EYES OF ITALY; w Sidney Holden, 
m Gene Cirina. €2Aug26; E6883. 
Joe Holden, Nathan Holden, Esther 
Bittker, Moe L. Holdengreber, Jack 
Holden, Edith Echenberg & Frieda 
Moss (NK of S. Holden); 8Mar5; 
R126767. 


Library of Congress ¢ 
Copyright Office 





Cirina, Gene. 


HAVE YOU FORGOTTEN? w & m Anthony 
Gale, Gene Cirina & Harry D. Squires, 
© 8Jul25, E619515. R100919, 
150ct52, Harry D. Squires (A) 


Library of Congress eS 
Copyright Office 





Cirina, Joseph A. 


BAMBOOLA; w & m Con Conrad & Joseph A. 
Cirina, orchestra arr. Arthur Lange; 
pts. ©on arr., 280ct25, E626353. 
R114623, 1ONov52, Leo Feist, inc. 
(PWH of A, Lange) 


Library of Congress 
Copyright Office 





Cirina, Joseph A. 


BAMBOOLA; m Conrad K. Dober & Joseph 
A. Cirina. © 140ct25, E621774. 
R101122, 160ct52, Leona Z. Shattuck 
(W) & Joseph A. Cirina (A) 


Library of Congress Se 


Copyright Office 





Cirina, Joseph A. 


BAMBOOLA; w & m Conrad K. Dober & 
Joseph A. Cirina. © 4Nov25, 
E628350. R102410, 10ONov52, Leona 
Z. Shattuck (W of C. K. Dober) & 
Joseph A. Cirina (A) 


Library of Congress re) 


Copyright Office 





Cirina, Joseph A. 


BAMBOOLA; w & m Conrad K. Dober & 
Joseph A. Cirina. © 210ct25, 
E628011. R102409, 1ONov52, Leona 
Z. Shattuck (W of C. K. Dober) & 
Joseph A. Cirina (A) 


Library of Congress eS 


Copyright Office 





M1630 CIRINA, JOSEPHA 1892- 

.2 The bridal waltz; [by] Joseph A. Cirina, 

3 [words by Joseph A. Cirina] and Helen 
Trix. © Joseph A. Cirina; 20Sep50; 
EP49168, 


I. Title. [Il. Trix, Helen, 1892- 


OCT 23 1950 


Library of Congress 
Copyright Office 





Cirina, Joseph Alfred. 


Mystery. R 





M1630.2 
oc 





Cirino, Anthony E 

Star of the West; words ... by 
A. E. Cirino. Hollywood, Calif., 
Nordyke music publications. 

© 20Ju1h5; 2c 20Novl6; Nordyke 
publishing company, Los angeles; 
EP6067. 

For voice and piano. 


ie Tc le. 


Music Cat. 


Library of Congress Ss 
Copyright Office 


M1630.2 
ic 


Cirino, Anthony E 

Sun-down on the blue Pacific; words 
oe. by A. E. Cirino. Hollywood, 
Calif., Nordyke music publications. 

© lAugh5; 2c 20Novli6; Nordyke 
publishing company, Los Angeles; 


EP6066. 
For voice and piano. 


I. Title. 


: wo Music Cat. 
Library of Congress 
Copyright Office 





Cirino, Anthony Eduardo. 


DREAMER'S TANGO; w & m Anthony Eduardo 
Cirino arr John Fudale © Anthony 
Eduardo Cirino 6May53 EU315341 


Library of Congress 
Copyright Office 





CIRINO, ANTONIO. 
Autumn gold. Col. print. © Edward 
Gross Co., inc., New York; 12Aug7; 
K10428. 





CIRINO, ANTONIO. 
Gloucester fishing boats. Col. print. 
_ © Edward Gross Co., inc., New York; 
1i2Augh7; K10450. 





CIRINO, ANTONIO. 

Home town, [Shady street] Cols re 
production of painting. Author of 
reproduction: Arthur Jaffe Heli« 
chrome Co. © David Ashley, ince; 


3Aug533 H3180. 





Cirino, Antonio, 1889— joint author. 


Rose, Augustus Foster, 1873-1946. 

Jewelry making and design. Rev. ed. An illustrated text- 
book for teachers, students of design and craft workers, by 
Augustus F. Rose ... and Antonio Cirino... Worcester, Mass., 
The Davis press, inc., 1946. 

xx, (2), 409 p. illus. (incl. ports., plans) col, plates, diagrs. 24™. 


1. Jewelry. 2. Design, Decorative, 1. Cirino, Antonio, 1889- 
joint author. 1. Title. 
NK7304.R7 1946 739.27 47-1084 


© 10ct46; 2c 19Jan47; publisher; A9892. 


Library of Congress (5) 





Cirino, Antonio, joint author. 


ROSE, AUGUSTUS FOSTER. 

Jewelry making and design; an illustrated 
textbook for teachers, students of design 
and craft workers, by Augustus F. Rose 
and Antonio Cirino. Rev. ed. 300 p. 
© The Davis Press, inc., Worcester, 
Mass.; 16Sep49; on revisions; A36448. 


I, Cirino, Antonio, joint author. 
Il. Davis Press, inc. 


Library of Congress 
Copyright Office 





CIRINO, ANTONIO. ; 
_ New England hills. Col. print. 
© Edward Gross ane inc., New 
3 


York; 12Aug7; K10433. 





CIRINO, ANTONIO. 

Shady village. Col. reproduction 
of painting. Author of repro- 
duction: Arthur Jaffe Helichrome 
Co. © David Ashley, inc.; 


3Aug53; 43179. 





GIRINO, ANTONIO. 
Sunlight and shadows. Col. print. 
© Edward Gross Co. inc., New 
York; 12Augl7; K10{32. 





CIRINO, ANTONIO. _ 
Sunrise at Gape Ann. Col. print. 
© Edward Gross Co., inc., New 
York; 12Augh7; Ki0)29. 





Cirino, Edmond John. 


Oh, my love; w&mE. J. Cirino. © 
Edmond John{Cirino, Floral Park, 
L. I., N. Y.3 lOAprl:7; EU71208. 


Library of Congress & 


Copyright Office 





BOSSI, ELDA. 

' Cirip; storia di una bimba fra i monti e il 
mare. Firenze [1947] 173 p. illus. 
© Casa editrice Marzocco; 8Feb47; 

- AF13373. 


I, Marzocco, firm. 


Library of Congress e 
Copyright Office 





Cirka. 


M2) LA ROCHEFOUCAULD, FRANCOIS DE, 

-L28 1920- 

op.e5 Cirka [by] F. de la Rochefoucauld. 
Op. 5. Pour piano. © Heugel 
& Cie, Paris; 16Dech7; EF9052. 


Library of Congress eS 


Copyright Cfice 





Cirkelen. See 


Krog, Helge, 1889-, 
Treklangs D pub. 7571. 





CIRKLE, Helen. SEE Tie-Tie Products. 





CIRKLE, Mildred. See Shev, Mildred Cirkle. 





Cirklen 1 stdvet 


Nissen, Mogens Jermiin. 
... Cirklen i stgvet, digte. Kgbenhavn, Gyldendal, 1942. 
95, ay p. 203™. 


1. Title. 
PT8175.N65C5 47-36860 


© 9Sep42; 1c 29Jan47; Gyldendalske boghandel, Nordisk 
forlag, Copenhagen; AF5411. 


Library of Congress & ty 





CIRKOT, DEMETRIUS. 
Cirkot condensed perpetual calendar 
chart, good for 218 years, 
1583 to 000 [with key index] 
© Demetrius Cirkots 3Jul5h3 
Al, Gly). 





CIRAOT, DEMETRIUS. 
Girkot perpetual calendar, 218 
ears, 1583 to 000. 28 p. 
Demetrius Cirkots 19Feb5h; 
A129969. 





CIRKOT, DEMETRIUS. 

Cirkot perpetual calendar (con- 
densed) good for 218 years, 
1583 to 4000 [with year index) 
© Demetrius Girkot; 3Jul5h; 
Al6143. 





CIREOP, DEMETRIUS. 
Cirkot perpetual calendar (rollere« 
type) good for 216 years, 
1583 to 000 {with year index) 
© Demetrius Cirkot; 3JulSh; 
Alh61h2, 





Cirkus. 


TARP, SVEND ERIK, 1898- 
Cirkus; 10 smaa klaverstykker for 2 oe 
4 haender [by] Sv. Erik Tarp. Op. 47. 
© Engstrfm & Sédring musikforlag, a/s, 
Kobenhavyn; 240ct47; EF13270. 


I, Title. 





Cirkusrevyen. 


M1508 ANDERSEN, KAI NORMANN, 1900- 
(Cirkusrevyen) G& med Hansen i det 
grgnne; [from Cirkusrevyen] musik: Kai 
Normann Andersen, tekst: Bérge Miller. 
© Wilhelm Hansen, musik-forlag, 
K¢benhavn; 19Jun52; EF0-15324, 


I, Title. I. Title: Cirkusrevyen. 
[Ill. Miller, Bérge, 1909- ] 


Library of Congress eS 
Copyright Office 





Cirkus-revyen 1948. 


M1771 GYLDMARK, SVEN, 1904- 

2 (Cirkus-revyen 1948) Der er saa 

.G hyggeligt i Klampenborg, vals, af 
Sven Gyldmark, tekst: Rigoletto 
[pseud.] © Wilhelm Hansen, musik 
-forlag, Kgbenhavn; 26May48 ; 
EF10532. 


I. Meincke, Carl Viggo, 1902- ly- 
wieiec. Ii. Title. If. ieee 
Cirkus-revyen 1948. 


Library of Congress @ 
Copyright Office 





Cirkus-revyen 199. 


GYLDMARK, SVEN, 1904- 

(Cirkus-revyen 1949) Byens lys; tekst: 
Rigoletto [pseud.], musik: Sven Gyld- 
mark. (In his Cirkus-revyen 1949. 

p. 4-5) Wilhelm Hansen, musik-forlag, 
Kgbenhavn; 1Jun49; EF15537. 


I. Title, II. Title: Cirkus-revyen 1949. 
[III. Meincke, Carl Viggo Fritz, 1902- 


Library of Congress & xM1508, 8 
Copyright Office 





Cirkus -revyen 19),9- 


GYLDMARK, SVEN, 1904- 

(Cirkus-revyen 1949) Hpr min gondolsang 
til dig; tekst: Erik Leth, musik: Sven 
Gyldmark, (In his Cirkus-revyen 1949, 
p.6-[7]) © Wilhelm Hansen, musik-for- 
lag, Kpbenhavn; 1Jun49; EF15538. 


I, Title. II. Title: Cirkus-revyen 1949, 
[Ill. Leth, Erik, 1923- 
WR 2 § 195, 


Library of Congress ¢ 
Copyright Office xM1508. 8 





Cirkus-revyen 199. 
GYLDMARK, SVEN, 1904- 

(Cirkus-revyen 1949) Jeg vil finde et 
sted; tekst: Erik Leth, musik: Sven 
Gyldmark. ee his Cirkus-revyen 1949, 
p.2-3) © Wilhelm Hansen, musik-forlag, 
Kgbenhavn; 1Jun49; EF15536, 


I, Title. II. Title: Cirkus-revyen 1949. 
ik, 1923- ee Ge cp 14: 
[III. Leth, Erik, 192 ] OM BG iuus 


Library of Congress & 
Copyright Office xM1508. 8 





Cirkus-revyen 19)9~ 


M1508 GYLDMARK, SVEN, 1904- 
Cirkus-revyen 1949; musik: Sven Gyldmark, 
tekster: Erik Leth & Carl Viggo Meincke. 
K¢benhavn, Hansen [1949] Contents 
separately registered: EF 15536-15538. 


I. Title, [IJ. Leth, Erik, 1923- 
Ill. Meincke, Carl Viggo Fritz, 1902- 


Library of Congress é 
Copyright Office xM1508. 8 





Cirkus-revyen 1950. 


GYLDMARK, SVEN, 1904- 
(Cirkus-revyen 1950) Gaa, gaa, gaa; 
tekst: Mogens Dam, musik: Sven Gyld- 
mark. (In his Cirkus-revyen 1950. 
[no. 2], p. 2-3) © Wilhelm Hansen, 


musik-forlag, Kgébenhavn; 10Jun50; 
EFO-4414, 


get - 9 4080 


I, Title. II, Title: Cirkus-revyen 1950, 
[IIl. Dam, Mogens, 1897- ] 


Library of Congress 
Copyright Office e xM1508. 8 





Cirkus-revyen 1950. 


(Cirkus-revyen 1950) Med Olsen i Paris; 
tekst: Mogens Dam, musik: Sven Gyld- 
mark. (In his Cirkus-revyen 1950. 

[no. 2], p.8-9) © Wilhelm Hansen, musik- 
foPylag, Kébenhavn; 10Jun50; EF0-4417. 


GYLDMARK, SVEN, 1904- , 


I. Title. IL. Title: Cirkus-revyen 1950. 
[III. Dam, Mogens, 1897- ] 


OCT 23 1056 
Lib haG re 
bray of Congress, @ vaieee 





Cirkus-reyyen 1950. 


GYLDMARK, SVEN, 1904- 
(Cirkus-revyen 1950) Min bedste kammerat; 
tekst: Erik Leth, musik: Sven Gyldmark. 
M1508 (In his Cirkus-revyen 1950. [no. 1], 
p. 2-3) © Wilhelm Hansen, musik-forlag, 
K¢gbenhavn; 10Jun50; EF0-4411. 


I, Title. I, Title: Cirkus-revyen 1950. 
{IIl. Leth, Erik, 1923- ] ° 
3 


gol ad 9 va 


Library of Congress 
Copyright Office Se xM1508, 8 





Cirkus-revyen 1950. 


GYLDMARK, SVEN, 1904- 

(Cirkus-revyen 1950) Munken; Det er et 
af de fromme smaa gnsker, jeg har, 
tekst: Erk Leth, musik: Sven Gyldmark. 
(In his Cirkus-revyen 1950. [no. 1], 

p. 6-7) © Wilhelm Hansen, musik-forlag, 
K¢benhavn; 10Jun22 (in notice: 1959) i960 


EF0-4413, act - 


I. Title. II. Title: Cirkus-revyen 1950. 
Ill, Title: Det er et af de fromme smaa 
gnsker, jeg har. [IV. Leth, Erik, 1923- 


Library iF Congress @ 
Copyright Office xM1508, 8 


. 





Cirkus-revyen 1950. 


M1508 GYLDMARK, SVEN, 1904- 
Cirkus-revyen 1950; musik: Sven Gyldmark, 
tekst: Mogens Dam [and Erik Leth] 
Kgbenhayn, Hansen [1950] Contents of 
[no. 1-2] separately registered: EF0-4411- 
4417, 


I, Title, 


Library of Congress & ; 
Copyright Office xM1508. 8 





Cirkus-revyen 1950. 


GYLDMARK, SVEN, 1904- 

(Cirkus-revyen 1950) Et ord er et ord; 
tekst: Erik Leth, musik: Sven Gyldmark. 
(In his Cirkus-revyen 1950. [no. 1], 
p.4-5) © Wilhelm Hansen, musik-forlag, 
Kfbenhavn; 10Jun50; EF0-4412. 


I, Title. II. Title: iia hi 1950, 


[II, Leth, Erik, 1923- 
9 4060 
ci 


ar 
Erary of Congress M1508. 8 
Copyright Office x : 





Cirkus-revyen 1950. 


GYLDMARK, SVEN, 1904- 

(Cirkus-revyen 1950) Putlisut og Osakrak; 
tekst; Mogens Dam, musik: Sven Gyld- 
mark, (In his Cirkus revyen 1950. 

[no. 2], p.6-7) © Wilhelm Hansen, 
musik-forlag, Kfbenhavn; 10Jun50; 


EF0-4416, 
OCT 23 1950 


I. Title. IL. Title: Cirkus-revyen 1950. 
[III. Dam, Mogens, 1897- ] 


Library of Congress 
Copyright Office & xM1508. 8 





Cirkus-revyen 1950. 


GYLDMARK, SVEN, 1904- 
(Cirkus-revyen 1950) En tosset pige; 
tekst: Mogens Dam, musik: Sven Gyld- 
mark. (In his Cirkus-revyen 1950. 
[no. 2], p.4-5) © Wilhelm Hansen, 


musik-forlag, Kgbenhavn; 10Jun50; 
EFO-4415, 


I, Title. II. Title: Cirkus-revyen 1950. 
[III. Dam, Mogens, 1897- ] 


0c 
Brits, of Congress , ‘ # a 
re. 
Copyright Office we xM1508.8 





Cirkus-revyen 1951. 


M1355 GYLDMARK, SVEN, 1904- 

Gt (Cirkus-revyen 1951) Bonde-charleston; 
fra Cirkus-revyen 1951, musik: Sven 
Gyldmark [tekst] Erik Leth. (Piccolo 
hefte, nr.551) [Piano-conductor score 
(orchestra) and parts; with words] 
Kr.4,00 © Wilhelm Hansen, musik- 
forlag, Kébenhavn; 4Jun51; EF0-9737. 


I, Title. Il. Title: Cirkus-revyen 1951, 
[Il. Leth, Erik, 1923- ] 


Library of Congress UCT 25 1954 
Copyright Office 





Cirkus-revyen 1951. 


GYLDMARK, SVEN, 1904- 

(Cirkus-revyen 1951) Der er et sted, hvor 
hjerterne vil m¢des; medium-fox, fra 
Cirkus-revyen 1951, musik: Sven Gyld- 
mark, [tekst]: Erik Leth, (Piccolo hefte, 
nr.551) [Piano-conductor score (orches- 
tra) and parts; with words] Kr.3.50 
© Wilhelm Hansen, musik-forlag, K¢ben- 
havn; 4Jun51; EF0O-8849, 


I, Title. Il. Title: Cirkus-revyen 1951, 54 
[Il. Leth, Erik, 1923- lege 11 18 


Library of Congress 


Copyright Office 
not an art. 





Cirkus-revyen, 1951. 


M1508 GYLDMARK, SVEN, 1904- 
(Cirkus-revyen 1951) Man skal bare ha' 
solskin indeni; [from Cirkus-revyen 
1951] tekst: Erik Leth, musik: Sven 
Gyldmark. (In his Cirkus-revyen 1951, 
p.2) © WilheIm Hansen, musik-forlag, 


K¢benhavn; 31May51; EF0-8854, 


I. Title. Il. Title: Cirkus-revyen, 1951. 
[Ill. Leth, Erik, 1923- ] 


SEP 11 1959 
Library of Congress & 
Copyright Office xM1508.8 1 /2 





Cirkus-revyen 1951. 


M1508 GYLDMARK, SVEN, 1904- 
Cirkus-revyen 1951; musik: Sven Gyldmerk, 
tekst; Erik Leth. K¢benhavn, Hansen 
[1951] Contents separately registered: 
EF0-8854-8855. 


I. Title, [II. Leth, Erik, 1923- 


4951 


Library of Congress S oti - 2 


Copyright Office 





Cirkus revyen 1951. 


Mi508 GYLDMARK, SVEN, 1904- 
(Cirkus-revyen 1951) Sgnder Boulevard; 
[from Cirkus-revyen 1951] tekst: Erik 
Leth, musik: Sven Gyldmark. (In his 
(Cirkus-revyen 1951, p.3) © Wilhelm 
Hansen, musik-forlag, K¢benhavn; 
31May51; EF0-8855. 


I, Title. Il. Title: Cirkus revyen 1951. 
[Ill. Leth, Erik, 1923- }' 


» 11 1951 


Library of Congress @ 
Copyright Office xM1508,.8 2/2 





Cirlin, Edgard, illus. 


BEZDEK, VLADIMIR. 
German at sight. [Ilus. by Edgard Cirlin 
and Irving Gruber| 96 p. © Thomas Y. 
Crowell Co., New York; 29Nov49; A38995. 


L Cirlin, Edgard, illus. 
I, Gruber, Irving, illus, 
Il. Crowell (Thomas Y.) Co. 


Library of Congress 
Copyright Office 





Cirlin, Edgard, 1913- illus. 


Austen, Jane, 1775-1817. 

Pride and prejudice, by Jane Austen, illustrated by Edgard 
Cirlin, with an introduction by May Lamberton Becker. Cleve- 
land and New York, The World publishing company ,1946, 

435, (1; p. col. front., illus., col. plates. 22™. (Half-title: Rainbow 
classics) 


© matter other than text, 25augh6; 
publisher, Cleveland; A548). 


1. Cirlin, Edgard, 1913— illus. 1. Title. 


Library of Congress PZ3.A93Pr 50 


(3) 





CIRLIN, EDGARD. 

Trade colophon; a feather, hammer and 
wheel superimposed on an open book. 
Design. ©D. Van Nostrand Co., inc.; 
le 2Jun8; GU9639. 





Cirlin, Edgard, illus. 


LATHROP, WEST. 

Unwilling pirate; illustrated by Edgard 
Cirlin. New York, Random House, 
277 p. © Dorothy West Lathrop; 
13Sep51; A59362, 


I, Cirlin, Edgard, illus. 


sma/r 
Library of Congress * 
Copyright Office a OCT 15 1951 





A5 3169 


Cirminello quads celebrate great 
grandmother's birthday. 


see 


Bulletin C0err= 


iy, afp 8-19-16 





wore ‘as 


CIRO CAMERAS, INCse vr 
Clro~flex ine truotion manurl. 


i> 
12 pe, i2luse © 190cth83 


AALOZ LE» 





CIROLI, ANTHONY J. 

Now! You can make it yourself 
thanks to Knit-Wit; no kmowledge 
of knitting or crocheting needed. 
Yankee Homecraft Corp. Folder. 
© Anthony J. Ciroli; SAprSh; 
A139658. 





Cirou, Ernest: H.,- Joint ed. 


MIX, FLOYD M., ed. 
-Practical carpentry, edited by 
Floyd M. Mix and Ernest H. Cirou. 
480 p. NM: additions. 
© Goodheart=Willcox Co., inc.; 
5Jan54: A120894. 


I. Cirou, Ernest H., joint ed. 
II. Goodheart-Willcox Company, inc. 


Library of Congress & 1/. 4— 


Copyright Office 





irou, Ernest H., joint editor. 


MIX, FLOYD M., ed. 

Practical carpentry, edited by Floyd M. 
Mix and Ernest H. Cirou. 480 p. 
illus. © The Goodheart-Willcox Co., 
inc., Chicago; 26Oct51; A61355. 


I. Cirou, Ernest H., joint. editor. 
Il. Goodheart- Willcox Co., inc. 


Library of Congress & ‘ 
Copyright Office rjm / kw 





Cirou, Ernest H., joint ed. 


MIX, FLOYD M., ed. 

Practical carpentry, edited by Floyd M. 
Mix and Ernest H. Cirou. Chicago, 1953. 
480 p. illus. © on new matter; The 
Goodheart-Willcox Co,, inc.; 15May53; 
A92509. 


I. Cirou, Ernest H., joint ed, 
Il. Goodheart-Willcox Company, inc. 


. \ 
Library of Congress i/v 
Copyright Office 





CIRQUE; w.Adrien Copperie, m Henri 
Poupard. © lJun26, E639705. 
R119718, 280ct53, Henri Poupard (A) 


Library of Congress e 
Copyright Office 





Cirque. 


BROUSSOLLE, JEAN. 
Le cirque; paroles et musique de Jean 
Broussolle. © Nouvelles Editions 
Meridian, Paris; 13Apr54; EF0-27948, 


i; Title. 


art, 


Library of Congress ee 





Le cirque Antonio. 


CHANTAVOINE, FANNY. 
Le cirque Antonio. Illus. de J. de la 
Fontinelle. 199 p. (Heures joyeuses) 
© Les Editions de l'Amitié—G, T. Rageot, 
Paris; 30Sep51; AF0-6185, 


I. Editions de l'Amitié—G, T. Rageot. 


Library of Congress @ 
Copyright Office 





Le cirque des mervielles. 


BUZANCAIS, JEAN. 
Le cirque des merveilles. 157 p. 
illus. (Collection Marjolaine) © Editions 
Bourrelier, Paris; 24Nov48; AF10089. 


I. Editions Bourrelier. 


Library of Congress 
Copyright Office 6 





Le cirque, er images lumineuses. 
SEE Belvés, Pierre. 


" 





Le cirque est La. 
Laparcerie, Miarka, EF280l, 





Le Cirque Humberto. 


BASS, EDUARD. 

Le Cirque Humberto (Cirkus Humberto) 
roman; traduit du tchéque, version 
frangaise de Armel Guerne, Paris 
[1952] 516 p. © on translation; 
Editions Albin Michel; 21Mar52; 
AF0-7884, 


I, Guerne, Armel, tr. 
II, Michel (Albin) Editions, Paris. 


Library of Congress 
Copyright Office 





Le cirque Papyrus, direction Gravachac. 
[JOURCIN, ALEERT] 
Le cirque Papyrus, direction Grava- 
chac. Texte de Zabel [pseud. ] 
Images par André Jourcin. 2 We 
(Mon gai village) © Société 
nouvelle des ditions Bias, Paris; 


30Novl7; AF6968! 


I, Jourcin, Mere) siiva. 


II. Société nouvelle des &ditions 
Bias. 


Library of Congress é gmc rs p 


Copyright Office 





= en Patapouf. SEE Caille, 





Le cirque Piccolo. R73l22,.SEF 
Du Genestoux, Magdeleine. 





M238 CIRRI, G B 

eC Arioso; [by] G. B. Cirri, [rearranged and 
edited by Rudolf Forst for] bass and 
piano. New York, Edition Musicus. 
[Score (solo instrument and piano) and 
part for double bass] 50¢ © on arrange- 
ment; Rudolf Forst; 28Nov50; EP51494, 


I, Title. [Il. Forst, Rudolf, 1900- \.. 


st 
FEB 
Library of Congress 6 
Copyright Office 





CIRRI, G B 
Arioso; [by] G. B. Cirri, [rearranged and 
edited by Rudolf Forst, for] trumpet and 
piano or clarinet in B flat and piano. New 
York, Edition Musicus. [Score (solo 
instrument and piano) and part] 50¢ 


© on arrangement; Rudolf Forst; 
28Nov50; EP51495. 


TER 2 = 1951 
. Title. [II. Forst, Rudolf, 1900- ] 


Library of Congres eS 
us tee xM252 


Copyright Office 





GIRRUS MODELS; 3 REALISTIC, RUGGED, 
PLYING, MODEL AIRPLANES. SEE 
Adams, Bob. 





E unp 8316 


Cirst, Ella, claimant. 
I'm looking for you, you, yout! 


See 


Carleton, Bob. 





CIRUELA-PASA, pseud. SEE 
Prugniaux, Henri, 1896- 


EFO-16094 


Library of Congress 
Copyright Office 





Cirugia bucal. 


MEAD, STERLING VERNON. 

Cirugia bucai. Traduccio6n al castel- 
lano de la 3. ed. en inglés por 
Oscar G. Carrera; revision de la 
traduccién por Arturo Irabien Rosado. 
2 ¥. [Biblioteca estomatoldégica 
UTEHA] © "UTEHA" (Union Tipo- 
grafica Editorial Hispano-Ameri- 
cana) México, D. F.; 25Feb48; on 
revisions; AF8399. 


(Cont. on next eard) 


Library of Congress eS 
Copyright Office 





MEAD, STERLING VERNON. 


Cirugia bucal. Traduccién al 
(Card 2) 


I. Carrera, Oscar G., tr. II. 
Irabién Rosado, Arturo, tr. 


III. Union Tipogréfica Editorial 
Hispano-Americana. 


fn/ars 
@ AF8399. 





Cirugia de urgencia. 


SPIVACK, JULIUS LEO, ed. 

Cirugia de urgencia, bajo la direccién de 
Julius L. Spivack; traduccié6n al 
castellano por Oscar G. Carrera. T. 2. 
677-1489 p. illus. © Union Tip. 
Editorial Hispano-Americana, México; 
27Aug49; AF11769. 


I. Carrera, Oscar G., 
II. Union Tipografica canada Hispano- 
Americana. 


i L 95) 
Library of Congress 
Copyright Office & ebc / r 





Cirugfa de urgencia. 


SPIVACK, JULIUS LEO, ed. 

Cirugfa ‘de urgencia, bajo la direccion de 
Julius L. Spivack; traduccion al castellano 
por Oscar G. Carrera. v.1. illus. 
© Union Tip. Editorial Hispano- 
Americana, México; 10ct48; on transla- 
tion; AF9114. 


I. Carrera, Oscar G 
II. Union Tipografica 'Editorial Hispano- 
Americana. 


Library of Congress 
Copyright Office 


mds/r 





Cirugia gastroduodenal. 


WELCH, CLAUDE E. 

Cirugia gastroduodenal; manual de cirugia 
operatoria. Ilustrado por Muriel 
McLatchie Miller; traducido al espafiol 
por Alberto Folch y Pi. [1. ed.] México, 
1952. 348p. © Editorial Interamericana, 
S.a.; 50ct52; AF13307. 


I, Folch y Pi, Alberto, tr. 
Il, Editorial Interamericana, s.a. 


Library of Congress S 
Copyright Office 





eee Cirugia ocular... 
Arruga, Hermenegildo, 1886— 
... Cirugia ocular .... Barcelona ,etc.; Salvat, 1946, 
xxxi, 888 p. illus. (part col.) 274™. 
1. ed. 


1, Eye—Surgery. 


Med 47-395 
U.S. Army medical library Ge [WW168qA779e 1946] 


for Library of Congress (4 





M25 CIRY, MICHEL, 1919- 

.C (Ballade, piano, no.1, op.42) Premiétre 
ballade; pour piano [by] Michel Ciry. 
Op.42. 4s. © Schott & Co., ltd., London; 
6Dec50; EFO0-6547, 


I, Title. 


Library of Congress 
Copyright Office 





M269 CIRY, MICHEL, 1919- 

i Capriccio, op.52; for saxephone (alto in E 
flat) and piano [by] Michel Ciry. (Edi- 
tion Schott, 10234) [Score and part] 
© Schott & Co., ltd., London; 12May52; 
EF0-14935, 


[I. Title] 


Library of Congress @ 
Copyright Office 





Cis, Jean. 


LES BAINS DE MER; from La revue Mistin- 
guett, w Lucien Boyer & Jean Cis, m 
José Padilla. © 30Apr26, E639122. 
R119655, 280ct53, José Padilla (A) 


Library of. Congress & 


Copyright Office 





Cis 
FERR 


» Yeane 
Be. L M 


Mariguana ... parole 
frangaises de Joan Lae 


i 
Ende 


paroles mexicaines de E, 
Enderiz, musique de L, M, 
Ferreté. (€ Editions Salabert, 
Paris; 25Janl7; EF3809. 


Cis, Jean, lyricist, Il, 
riz, E., lyricist. 2ii. 


Title. 


erie One @ Music Cat. 





Cis, Jean. 


PERRUCHES DE PARIS; from Mistinguett, 
w Francois Pruvost & Jean Cis, m 
Frédéric Mele & Charles Bussac, 
© 14Sep26; E647152. Frédéric Mele 
(A); 16Apr54; R128911. 


Library of Congress & 
Copyright Office 





Cis, Jean,joint lyricist. 
uarrieu, Pierre. Le refrain du canal Saint— 
Wartin. 





Cis, Jean. 


UNE PETITE FEMME A TOUJOURS BESOIN DE 
GA. Nevertheless; from Mistinguett, 
w Frangois Pruvost & Jean Cis, m 
Frédéric Mele & Charles Bussac. 
© 14Sep26; E647154. Frédéric 
Mele (A); 16Apr54; R128913. 


Library of Congress ® 
Copyright Office 





CIS, JEAN, pseud. Ses 
Salabert, Francis. 


Library of Congress 


Copyright Office & 





CISAWY KONISIU w & m arr Walter Dana 
© Dana Music Co., ine, 310ct49 
EU183448 





Cisco, Joe Legocio. 


LAUGHING SONG; w, m & © Joe Legocio 
Cisco 90ct5l 13252775 


Library of Congress 
Copyright Office 





Cisco from Frisco. 
Lewis, Franke 





cisco, Inc. ©, 

eB saeee” © 252 ee 
: uss. 

AA120969. 
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THE CISCO KID. 


21, | May—June-........ | ©...5OMear§4..; 





r 


234Sept «Oct. ©.29.Iu15h5...... By D9... D.. 
2k, Hovs=Deee. | ©. 288en5h3..;| 8501375... 





THE CISCO KID. By Salinas and Reed. 
{Cartoon strip] (In Long Island 
star-journal, N. Y. )© King Features 
Syndicate, inc. 

©1 B5-16538. 
B5-165 5 
3; B5-165h1. 


© 19Jan51; B5-165l2. 
© shgensie ae 





THE CISCO KID (Radio program) 
Scripts in this series are by James 
McCracken. © Frederic W. Ziv Co. 





The Cisco Kié. (Radio program) 

le A trick for the Cisco Kids © le 7+5-46; D unpe 
S918. 

Sas A flame for the Cisco Kid. Glo 75-46; D unpe 
3919. 
The silent killer and the Cisco Kids @)le 7-5- 46; 
$920. 
A wer for the Cisco Kid. @)le 7-35-46; D unpe 5921. 
A @iemond for the Cisco Kids @ile 7-5-46; D unpe 
3922. 

+ Two hats for the Cisco Kid. (@)le 7-5- 46; D umpes 

59236 
A treasure for the Cisco Kid. @)le 7-5-46; D umps 


$924 . @ 





The Cisco Kids (Radio program) 

10. A kidmap for the Cisco Kids @G)le 73-46; 
Dounpe 5925. | ; 

lle A mistake for the Cisco Kid. 6)le 7+5-46; 
D ump. 3926. 

12. A freme for the Cisco Kid. cle 7+5~-46; 
D wp. 5927. 

Double murder for the Cisco Kid. @ le 8~18-46; 

. 2D wunps 4575. - 

144A. A curse for the Cisco Kid. @le 8-16-46; 
D ump. 4574. B 

14A. A curse for the Cisco Kid. 6) le 9«2-46; 
revision; D unps 5464. 


15A. Dynamite for the Ciggo Kid. ©)le 8-19-46; 
D UNPe 4575. 





The Cisco Kid. . 
1GAse Acape for the Cisco Kid. @ le 8-18-46; 
D ump. 45766 
177A. A promise for the Ciseo Kid. @ le 8-18.46; 
D wunp,. 4577 _ 
18Ae The rodeo rider and the Cisco Kid. €)be 8-16446; 
D ump. 4578. 


19A. Am exploding mine for the Cisco Kid, 
@le 8-18-46; D unp. 4579. me 
2eAe A roundup for the Cisco Kid. (c)le 8-18-46; 


D wumpe 45804 ey 
211A. A mmber for the Cisco Kid. (e)le 8~18-46; 


D unp, 4581, 





The Cisco Kide 

22A. A werpeth for the Cisce Kid. G)le 8-18-46; 
D wip. 4582. 

254. A triumph for the Cisco Kids (@)le 7-846} 
Dump. 5959s ; ame 

24. A date for the Sisco Kid. (lc 7-8-4653 
D umpe 3940. 

265A. A wedding for the Cisco Kid. @)le 7-8-2463 
D ump. 5941s 

26A. The rustier end the Cisco Kid. (@1e 78-465 
D ump. 29426 

27s A mirror for the Cisco Kids @)le 7-8-463 
D wup, 5945. 

286A, A landslide for the 2iseo Kia, (@1e 7-8-4665 
D ump. 3944, 





Thé Cisco Kids 
20k. Acrossing for the Cisco Kids @le T8463 
D wnp. 3945. 
$0A. A prise for the Ciseo Kid. @ le 7-5-463 
D umpe 5946. 
A gearéh for the Cisco Kid. @)le 7-8-463 
D Whips 39476 
$2, A kiss for the Cisco Kid. @le 7-30-4635 
D umpe 3948. 
33. A close cell for the Cisco Kid. @le 8-18-46; 
D wunps 4585. 
S 4c The fire and the Cisco Kid. © le B-18- 463 
D umpe 45846 ; 
$ GA. Hendouffs for the Cisco Kids @ile 8-18-4653 
D wnpe 4585. 





Ciseo Kid. 

56. A whip for the Cisco Kid. @ le 8-18-46; 
D unpe 4586s 

STAs A reward for the Cisco Kid. @ le 8-18-46; 
B umpe 45876 

SSA. A tax for the Cisco Kid. © le 8-16-46; 
Dump. 4588. 

SOA. The Gummer and the Cisco Kid. @)le 8-15-46; 
D ump. 4589, 


40A, A fortune for the Cisco Kid. @)lo 6-16-46; 
D ump. 4590, : 
Gold for the Cisco Kids @le 8-15-46; 


D umps 4591. 
42A. A rescue for the C Kid. @)le 3-18-46; 
D unps 48926 





Ciseo Kid. 

434. Four aces for the Sisco Kids @le 9-24-46; 
D ump. 4756. 

444, The madman and the Cisco Kid. @ le 9-2«46; 
D unp. 4757. 

465A. An escape for the Cisco Kid. @)le 9-246; 
D unps 4758+ pains 

46A, Ransom for the Cisco Kid. “e)le 9-246; 
D utipe 4759. 

47A. im ambush for the Cisco Kids @le 9-2-4663 
U ump. 4752. 

484. A new love for the “isco Kid. G)le 9-246; 
D unpe 47556 

SOAs A hold-up for the }$ Kid. @)le 9-2— 46; 
Dump. 4751. i 3 





Ciseo Kid, : a 
SlA, A erisis for the Cisco Kid. (6) le 09-2446; 
Dumps 4754. 
52k. A teacher for the Sisco Kids @ le 942-46; 
D wump.e 4755+ 
53As A river tod for the Cisco Kid. G)lo 9=2-46; 
D umpe 4760, 
S4A. The beast and the Siseo Kids @ le 9-16-46; 
D Wipe 4917. S 
SGA. Arms for the Cisco Kid. ©@ le 9-16-46; 
D umpe 4918. aid 
56Ae As hadow for the Cisco Kid. (Cle 9-16=46; 
D umpe 49194 
57h A wound for the © Kid. @© lo 9416-463 
Poven Di ape 4920, 





Cisco Kid. Ke 

68. A dispateh for the Cisco Kids ¢)le 9-16-46; 
D ump. 4921. : 

SQA. A favor for the Cisco Kid. ©) le 9-16-46; 
D ump. 4922. . 

GOA, An execution for the Cisco Kids @)le 9416-46; 
Dump, 4925. se 

6lA. A lion for the Ciseo Kid. © le 9-16-46; 
D ump. 4924. 

G2A-e A foud for the Cisco Kid. @ le 9-16-46; 
Dumps 4925. 

63Ae A stage coach murder and the Ciseo Kid. 
@ le 91G~ 463 D ump. 4926. 

GA. A gold mine for the Cisco Kids @) lo 10-51-46; 
D wpe 5755. 





Ciseo Kid. 

656A. A dead ond for the Cisco Kids @)le 10-51-46; 
D wp. 5734. . : 

66As A wedding for the Cisco Kid. (ele 12~6-46; 
Dumps 6476. 

67 A tombstone for the Cisco Kid. G)le 9-25-46; 
D umpe 5475. zi 

68A. An accident for the Ciseo Kid. ©)le 9423+ 46; 
D wip. 4726 

69As Twice-stolen money for the Cisco Kid. 
@ 16 9-25-46; D ump. 5471. 

70k. A vote for the Cisco Kid. @)le 9-25-46; 
D utp. 6470. 

7lAs Diamonds for the Ciseo Kid, @)le 9-23-46; 
Dumps 5469. @ 





Cisco Kaa, ; 
| 72ke A white rose for the “isco Kids @le 25-46; 
D unpe 54686 
73ke A wedding for the Cisoo Kids @ le 12-646; 


D wp, 477. . 

Yah. A formila for the Cisoo Kids @ le 9425446; 
D ump. 5467. 

765A. Senorita Pancho and the Cisco Kid. 

le 9-25-4635 D wipe 5466. 

76k, The Baron and the Cisco Kid. @)le 9-25-46; 
D unpe 5474. } 

TThke The lost girl and the Cisco Kids @) le 10-51-46; 
D wumpe 5755. 

T0ke A letter for the Sisco Kid. G)le 10-51~465 
D ump. 57566 





Cisco Kids 

79ke A @ pur for the Cisco Kids © le 9425-46; 
D wunps 5465s ; 

SOAs Am arrest for the Cisco Kids @ le 10-51- 46; 
Dunp. 5737. 

61A. A cargo for the Cisco “ids @ le 10-31-46; 
D wap 5738. ee 

82k. An im for the Cisco Kid. @ le 10-31 46; 
D umpe 5759s 

8SAe A long wadt for the Cisco Kid. (@)le 10-51-46; 

Dumps 6740. 
84a A plant for the Cisoo Kid. @jle 10-Sl- 46; 


aay “Wénik ter the Cisco Kids @®le 10-51-465 





Ciseo Kid. 
SGA. A long shot for the Cisco Kide @)le 10-31-46; 
D umpe 57456 
S7Ae A maverick for the Cisco Kids @le 10-31-46; 
D brs bar 57446 
8GA. A hunch for the Ciseo Kid. (©)le 10-3l- 46; 
Dump. 5745. 
89A. A workout for the Ciseo Kid. @le 10-5l~ 46; 
; D wp. 57466 
' QOAs A lmockout for the Ciseo Kid. @ le 10-31-46; 
D ump. 5747. ; 
A twin for the Ciseo Kid, G)le 10-316; 
D wnps 5748. 
924. The line riders and the Cisco Kid. @ le 10-51-46; 
D Unde 5749% 





Ciseo Kia, 
95As A deposit for the Cisco Kids @ le 10-31-46; 
D wap. 5750. 
94As A rengo war and the Cisco Kids @ le 10-31-46; 
D Uu~bpe 6751. re : 
96As A hanging for the Cisco Kid. ©@)le 10-31-46; _ 
D wumps 5762, Ge 
96As Am agcount for the Cisco Kid. (@)le 11-2646; 


unpe 5798. Z 
The chiquite and the Cisco Kids @)le 11-2-46; 
Dumps 5799s ais 
96As A pardon for the Cisco Kid. (ec) le 11-2-46; 


D UNpe 5800. 





Ciseo Kid, : 
99A- The Marshall and the Cisco Kids (le 21-2-46; 


11-2446; D unpe 5802, ; 
shell for the Cisco Kids @le 11+2-46; 
Dump. 5803. 
10 2A. A helping hand for the Cisoo Kid, 


@le 13-2446; D ump. 5804. 

LO3As The slaves and the Ciseo Kids ©le 11-246; 
D umpe 5805. 

104A, A coll for the Ciseo Kids @le 11-2-463 


D wmpe 5806, 





Kid. . 

106A. Fighting wages for the Cisco Kid. 

@le 11-2-46; D up. 5807. it 
106A. The river and the Cisco Kid. @ le 11-246; 

D wumpe 5808- 
107As The wrong trail for the Cisco Kid. 

@ le 11+2<46; D umpe 5809. & 
106A. A celebration for the Cisco Kid. (¢)le 11-2~46; 


D wipe 6810. ; 

109A. The cheater and the Cisco Kid. @le 11-246; 
D wp. 5811s 

110A. The cougar and the Ciseo Kid. @ le 11-2446; 
D unps 6812. 

211A, 4 bride for the Cises Kid, ©@)le 11-2-46; 


D unpe 5815- eS 





Ciseo Kid. 
112Ae The gorge and the Cisco Kid. @ie 11-2446; 


The dead men and the Cisco Kids @le 11-2-46; 
D wap. 5815. 
114A, The ghost and the Cisco Kids ©) le 11-2446; 
D wunpe 5816. 
115A. A touch for the Cisco Kide @)le 11-2- 46; 


D wpe 5817. 
116A. The cat's moow and the Cisco Kid. (le 12-6-46; 
D umpe 64756 
1l7As The train wreek end the Cisco Kid. 
@ le 11418-46; D ump. 6025. 
116A. A note for the C Kids @le 11-18-46; 
Dumps 6014. 





Ciseo Kids 

119A, The trance and the Cisco Kid. @)le 1118-46; 
D wumpe 6015. 

120A, A president for the Cisco Kid. @)le 11-18-46; 
D ump. 6016. é 

121A. The shot in the back and the Cisco Kid, 
@le 11-18-46; D ump. 6019.6 1c 

1224, The safe and the Cisco Kid. © 18-18-4635 
G 


unpe 6018. 
125Ae A loss for the Ciscoe Kids © 1C 11-18-46; 
Dwmp, 6017. 
124A, The emperor's treasure and the Cisco Kid. 
(@ le 11418-6463 D umps 60205 
126A, A picture for the Cisco Kids @le 11-18-4 6; 
Dumps 6021. 





iseo Kid. 

126A. A line for the Cisco Kids @le 11-18-46; 
D wunpse 6022. 

127As Two beauties for the Cisco Kids @)le 12-646; 
Dumps G479e 

126A. The packet rider and the Ciscé Kids 
(@) le 12-6-463 D umpe 6480, 

129A. A pass for the Cisco Kid, @le 12-6463 


Dunpy 48le 

150A. A strange case for the Cisco Kid. 
@ le 12-6-46; D wunp. 6482. 

131A. A call for the Cisco Kid. G)le 12-6-46; 
D umpe CABS. 


132A. A coach for the Ciseo Kid, @) le 12-6-46; 
D unps C4840 & 





Ciseo Kid, 
135A. A blow-up for the Cisco Kids @ le 12-6-46; 
Dumps 6485s 
15445 The avalanche and the Cisco Kid. © le 12-6463 
D ump. 6486s 





The Cisco Kid. 


135A. The forest fire and the Cisco Kide @l1c 
$Jan473; D unpe 6931. 


136A. Gold bars and the Cisco Kide © 1e 3Jan47; 
D unpe 6932-6 


1374, The combination and the Cisco Kid. @le 
3Jan47; D unp. 6933. 


138A. A poison plate for the Cisco Kid. @)ie 
3Jan47; D unpe & 6934. 





1394. The pearl necklace and the Cisco Kid. 
(le 3Jan47; D unp. 6935. | 


140A. A duel for the Cisco Kids (c)le SJant7; 
D unp. 6936. f 


141A. The rustler's trick and the Cisco Kid. 
(le 3Jan47; D unp. 6937. 


142A. The will and the Cisco Kid. /e)le SJan47 5 


D unpe 6938. 





145A. The enemy and the Cisco Kid. @)le 3Jan47; 
D unpe 6939.6 


1444. The wire and the Cisco Kid. €@)le 3Jan47; 
D uNnpe 6940. 





The Cisco Kid. 


/1454,. The rancher's secret and the Cisco Kid. 
@jic 16Jan47; Dump. 6896. 


1464. The pen and the Cisco Kide ©1c 16Jan47; 
D unp. 6897. 


~ 14TA. The Cisco Kid and the man who wouldn't 
, telle @€)le 16Jan47; D unPpe 6898-6 


¥ 1484. The Cisco Kid and the bad man who was good 
©l1c 16Jan47; & D unpe 68996 





Y 149A. The Cisco. Kid and the fighter's ruse. 
@®1c 16Jan47; D unp. 6900. 


/ 150A. The Cisco Kid and the prophet rock. (@ le 
16Jan47; D unpe 6901. 


“151A. The Cisco Kid and the man who knew too 
muche @)lc 16Jan47; D unp. 6902. 


1524, The Cisco Kid and the man who laughed too 
~“ goone €)lc 16Jan47; D unp. 6903. 

1534. The Cisco gm Kid and the cactus plant. 
© le 16Jan47; D unp. 6904. 





The Cisco Kid. 


154A. ‘the Cisco Kid and the innocent miller, 
by James McCrackens @1le “14Feb47; D unp. 
76266 


1554, The Cisco Kid and the man who missed a 
bet, by James McCracken. (¢)le 14Feb47; D unp. 
1627. 


156A. The Cisco Kid and the man who made tracks 
by James McCracken. €Jlc 14Feb47; D ump. 7630. 





The Cisco Kid. 

157A. The Cisco Kid and the man with the light- 
ning draw, by James McCracken. (©) le 14¥eb47; 
D unp. 7629. ; 


158A. The Cisco Kid and the chain gang, by 


James McCrackene © 1c 14¥eb47; ) ump. 7628. 


159A- The Cisco Kid and the friend who couldn't 
fail, by James McCrackene @)lc 14Feb47; D unp 


7631. 





The Cisco Kid. 


160A- The Cisco Kid and the highway robber, by 
James McCrackene ©)1lc 14¥eb47; D unp. 7634. 


161A. The Cisco Kid and the air-tight room, by 
James McCracken. @)1c 14Feb47; D unp. 7633. 


1624, The Cisco Kid and the man who lived too 
long, by James McCracken. © 1c 14¥eb47; 


D unp. 76326 





The Cisco Kid. 


163A. The Cisco Kid and the stolen sheep, by 
James MeCrackene ()1c 14Feb47; D unp. 7655. 


166A. The Cisco Kid and the girl who walked 
away, by James McCracken. le 14Feb47; 
D unp. 7636. 





THE CISCO KID. (Radio program) 
1644. The Cisco Kid and the man who was tired of 
teaching. [e)lce 10Mar47; D unp. 8062. 





THE CISCO KID. 


166A. The Cisco Kid and the amazing capture. 
© 1c 10Mer47; D unp. 8063. 

1674. The Cisco Kid and the yellow feathers. 
(® le 10Mar47; D ump. 8064. 

1684. The Cisco Kidwand the den of thieves. 
(€)le 10Mar47; D unp. 8065. 


169A. The Cisco Kid and the bank panic. 
c)le 10Mar47; D unp. 8066. y 

170A..The Cisco Kid and the cobra. €) le 10Mar47; 
D unp. 8067. 

171A. The Cisco Kid and the claim stake race. 


6) 1¢ 10Mar47; D “@ 8068. 





THE CISCO KID. 
172A. The Cisco Kid and the clumsy draw. 


@ 1c 10Mar47; D ump. 8069. 

173A. The Cisco Kid and the man who needed lessons. 
©1c 10Mar47; D wnp. 8070. 

174A. The Cisco Kid and the Anson gang. 
(©) 1e 10Mar47; D unpe 8071. 


¢ 





THE CISCO KID. (Radio program) 
Scripts in this series are by James 
MeCracken. © Frederic# W. Ziv Co. 


175A. The Cisco Kid and the broken seal. 
le haprl73; DU12136. 
176A. The Cisco Kid and the great fire. 


haprh7; DU12137. 

The Cisco Kid and the counterfeiters. 
le haprk7; DU12138. 

The Cisco Kid and the mysterious 


wreckes © le lAprl7; DU12159. 





THE CISCO KID (Radio program) 
‘Gre The Cisco Kid and the hidden treasure. 
lc haprh7; DU121)0. 
180A. The Gisco Kid and the lip-reeading 
barber. © le hapri7; pul21\1. 
“1814. The Cisco Kid and the hangman's noose. 
i& le hAaprh73; DU121\2. 
1824. The Ciseo Kid and the poisoned water. 


A le hapr7; DU12143. 

1634. The Cisco Kid and the double murder. 
© le hapri:7; DU1214). 

1ShA. The Cisco Kid and the clay disguise. 
© le hapel? 5 DUI2145. 





THE CISCO KID (Radic program) 
185A.° The Cisco Kid and the murdering 
mayors @ le kaprl73 DUL21;7. - 
Ae The Cisco Kid and the faded cloth. 
© ie haprh7; DU121)6. 





THE CISCO KID, (Radio program) 
187A. The Cisco Kid double-crosses the 
rustlers @le 24Apr47; D unpe 8899+ 
188A» The Cisco Kid and the homesteaders. 
@ic 24Apr47; D unpe 8900. 
189A+ The Cisco Kid and the double swindle. 


@ile 24Apr473 D unpe 8901. 
e The Cisco Kid and the fearless editor. 
@ le 24Apr47s D unpe 8902. 
191A. The Cisco Kid and the convict's revenge. 
@ le 24Apr47s D unpe 89036 
192A. The Cisco Kid and the phantom rider. 
@le mee“ D unpe 8904, 





THE CISCO KID. (Radio program) 
195As The Ciaco Kid and the railroad hoax. 
©le 24Apré473 D ump. 8905. 
194Ae The Cisco Kid and the double steal. 
@ic 24Apr473 D unp. 8906. 
195A. The Cisoo Kid and the fake stamping mil 
@le 24Apr473 D unp. 8907. 





THE CISCO. KID. (Radio program) 
196Ae The Cisco Kid and the ambitious gune 
mane €)le iiliay473 D unp. 9268-6 
i97A~- The Cisco Kid and the black masked 
bandite €)le 15iMay47; D unp. 9269- 
196A The Cisco Kid and the goodeluck piece. 
@ le 15te lay473 Y unpe 9270- 


199A- The Cisco Kid and the midnight deadline 
@)le 15liay473 D ump. 9271l- 
The Cisco Kid and the bendits* treaisure 
The Cisco Kid and the wax bandidose 
@ le 15iay473 P unp. 9273. 
) any P: F297 a 


= le mee 





$ CISCO KED, (Radio program) 

202A~¢ The Cisco Kid and the kmife murder 
mysterye @)lce 15May473 D unpe 9274. 

20SAe The Cisco Kid va the sheriff's jobe 
© 1c 15Mayé73; D unp. 9275. 

Z64A. The Cisco Kid and, C801 plante @)le 
1L5Meay47s D unpe 9276. 





THE CISCO KIDe (Radio program) 


— The Cisco Kid and the race day. 

Y Ic 12dunl7; D unpe 102935. 

206A. The Cisco Kid and the sheriff's 
whiskerse © le 12Jum);7; D unpe 1029 


73 
The Cisco Kid and the claim jun 


13 Dumps 10295s 
: The Cisco Kid and the dynamited 
dame © le 12Jun);73; D umpe 10296. 
209A- ‘The Cisco Kid and the stolen 
; Giamondss © le 12Junl73 Dumpe 10297 
210A, The Cisco Kidjd the man with the 
wooden lege & © le 123un)7 H D unp 





THE CISCO KIDe (RAdio program) 


2llAse The Cisco Kid and the man from 
Bostone © ile 12Junl:7; D umpe 10299. 

212A, The Cisco Kid and the cattle drive 
©ilc 12Jun7; D unpe 103500, 

se The Cisco Kid and the storm. 
dic 

21h. 


12Junl;7; D unps 10301. 
« The Cisco Kid and the horse stam- 
pede@e © lc 12Junl;7;3 D unps 10302. 
215Ae The Cisco Kid and the mrderin -— 
the tank. © ic l2Junl7; D unpe 103503, 





THE CISCO KID (Radio program) 


216A. The Cisco Kid and the missing deed. 
© le 3Julh7s D unp. 10422, 

217A. The Cisco Kid and the copper mine 
payroll. © le 3July7; D unp. 10423. 

218A. The Cisco Kid and the blameless 


brother. © le 3Jul7; D unp. 1042). 
219A- The Cisco Kid comes back from the 

grave. © le 3Jul47; D unp. 10425. 
220A. The Cisco Kid and the crooked deal. 


© le 3July7; D unp. 10426. 





THE CISCO KID (Radio program) 


221A. The Cisco Kid and the innocent 
rancher. © le 3July7; D unp. 10427. 

222A. The Cisco Kid and the earthquake. 
© le 3Jul47; D unp. 10428. 

223A. The Cisco Kid and the desert 
treasure. ©1lc 3July7; D ump. 1029. 

224A. The Cisco Kid and the landslide. 
© le 34Julk7; D unp. 1030. 





THE CISCO KID (Radio program) 
225A. The Cisco Kid and the stage line 
double-cross. © lc 29Jull;7; D ump. 


The Cisco Kid and the stolen calves. 
© 1c 29Jull;7; D unp. 10625. 


227- The Cisco Kid and the murdered 
rancher. © le 29Jull;73; D unp. 10616. 

228A. The Cisco Kid joins the outlaw gang. 
@ ie 29Jull:7; D unp. 10617. 

229A« The Cisco Kid and the rancher's 
faith. © 1c 29Jull;7; D unp. 10618. 





THE CISCO KID (Radio program) 
230Ae The Cisco Kid and the oily pond, 
@ 1c 29Jull:73; D tmp. 10619. 
2314. The Cisco Kid and the bank fire. 
© le 29Jull73 D unpe 10620, 
32A- The Cisco Kid and the deathbed 
operetiong © 1c 29Jull;7; Dump. 10621. 


233A- The Cisco Kid end the runaway 
train rides Qil1c 29Jull73 D unp. 
10622. 
234A. The Cisco Kid end the desperate 
young lovers Q@ 1c MJuli7; D unp. 
0623. 





THE CISCO KID (Redio program) 
2354. The Cisco Kid meets his metchs 
le 15Augi7; D unp. 1071). 
2364. The Cisco Kid and the 
Gynamited tunnel. le 15Augl7; D 


7 
The Cisco Kid and the gold map 


238A. The Cisco Kid and the swindled 
heir. lc 15Augh7; D unp. 10717- 

2394. The Cisco Kid and the great 
eye. le 15Augl7; D unp. 10718. 





THE CISCO KID (Radio program) 
“25084 The Cisco Kid ond the fighting 
giente le 15Augy73 D unp. 10719. 
214. The Cisco Kid and the innocent 
nephew. lc 15Augl:73; D unp. 10720. 
2)\2. ‘he Cisco Kid and the outlew's 
trail. Je 15Augl7; D ump. 10721. 


234. The Cisco Kid and the hawks lc 
15Augh7; D unp. 10722. 
« The Cisco Kid and the double 
take. lc 15Augl7; D unp. 10723-. 





THE CISCO KID (Radio progrem) 
2454. The Cisco Kid and the castle gold, 
le 7Sepl:73 D unp. 10810. 
2464. The Cisco Kid and Pencho's gun 
wound. © 1c 7Seph7; D unp. 1081. 
2474. The Cisco Kid and the outlaw 


Sheriff. G le 7Sepl7; D unp. 1082. 
248A. The Cisco Kid and the swindling 
miners. © 1c 7Sepl7; D unp. 108\3.. 
2494. The Cisco Kid and the quick death 
© le 7Sepl;7; D unp. 108). 
2504. The Cisco Kid and the doomed town. 
le 7Seph7; a D unp. 108),5. 





THE CISCO KID (Radio program : 
251A. The Cisco Kid and the reilrosd 
iPight. @le 7Sepl7; D ump. 10846. 
252A. The Cisco Kid and his double. © 
le 7Sepl7; D unp. 1087. 
2534. The Cisco Kid and the renge wer. 


© le 7Sepl7; D unp. 108),8. 
e The Cisco Kid and the steam engine 
smoke. © 1c 7Sepl;7; D unp. 1089. 





THE CISCO KID (Radio program) 
-2554. The Cisco Kid and the jeil-break. 
le 100cth7; D unp. 11027. 
- 250A. The Cisco Kid and the loco weed. © 
le 100cti:7; D ump. 1102). 
- 2574. The Cisco Kid and the diamond 
murderse @ le 100ctl;7; D unp. 11025. 
- 2584. The Cisco Kid and the sheriff's 
error. @ilc 100ctli7; D unp. 11038. 
bas The Cisco Kid and the gold mine stock 
le 100cth7; D unp. 11026. 
260A, The Cisco Kid and the helpful maze 


mershell, © ee le 100ctl7; D unp. 
11037. 





THE CISCO KID (Radio program) 

. 261A. The Cisco Kid and the horse 
thieves. (© le 100ctl7; D unp. 11036. 

. 2624. The Cisco Kid end the rustling 
rancher. (@ 1c 100ctl7; D unp. 11035. 

°2634. The Cisco Kid and the gembler's 
error. © lc 100cti7; D unp. 11029. 

-264A. The Cisco Kid and the reluctant 
banker. ( le 100ctl7; D unp. 1103). 

- 265A. The Cisco Kid end the gun runners. 
$ie 100cth7; D unp. 11033. 

« The Cisco Kid and Diablo's enemy. 


© le 100cth7; & D unp. 11032. 





THE CISCO KID (Radio program) 
The Ciseo Kid and the frightened 


¥ 267A. 
murderer. © 1c 100ctl7; D ump. 11031. 
The Cisco Kid and the — 


= 268A. 
© le 100cth7; D ump. 11028. 


deal. 
The Cisco Kid and the watermark 
@ilc 100ctli7; D unp. 11030. 


= 269A . 
namcee 





THE CISCO KID (Radio program) 

270As The Cisco Kid and the 
unforgettable kiss. © 1c 3Novi7; 
D UuNnpe 11570. 

271A. The Cisco Kid and thse green 
lady. Ole 3Novk73 D unp. 11571. 

272A. The Cisco Kid and the dying 
confession. Wile 3Novi73; D unp. 
11572. 

2735A- The Cisco Kid and the qicksand 
trap. © le 3Nov7; D unp. 11573, 

274A. The Cisco Kid and the sheriff's 


badge. Ole 3Novi7; D ump. 1157k. 





THE CISCO KID (Radio program) 
2754« The Cisco Kid and the last 
meal. Ole 3Novi7; D unp. 11573 
2764+ The Cisco Kid and the fool 
gold. ©1e 3Novl7; D unp. 11576. 
277A- ‘The Cisco Kyd and the golden 
a Ole 3Novi7; D unp. 11577- 


The Cisco tia and the Irish 
lace. . © le 3Novlj7; D unp. 11578. 





THE CISCO KID (Radio program) 
‘G30 The Cisco Kid and the wolf raid. 
lc kbdeck7; pU1222). 
The Cisco Kid and the murderous 
gg © le kpech7; DV12225. 
The Cisco Kid and the best shot in 


© le kpech7; pU12226. 


Cisco Kid averts a war. © 1c 
eh73 DU12227. 
283A. The Cisco Kid and the murderous 
foreman. © le kDeckh7; DU12228. 
28ha. The Cisco Kid and the reluctant 
thief. © le Dec e" DU12229. 





THE CISCO KID (Radio program) 
285A. The Cisco Kid and the Dinsmore . 
hosts. © le \Deck73; pU12230. 
206A. The Cisco Kid and the prise fighter. 
© le kdech7; Du12231. 
287A. The Cisco Kid and the trip to 
Cheyenne. © le |Dech7s DU12232. 


288a. The Cisco Kid and the girl.who 
accused him of murder. © le \Dech7; 
DU12233. 

289A. The Cisco Kid and the pilot 
locomotive. © le hbecl7; Dv1223h. 
290A. The Cisco and the white lie. 


© le hpech7; bu 12235. 





THE CISCO KID (Radio program) 
291A. The Cisco Kid and the freighters! 
fight. Ole 12Jank8; pv12553. 
2A. The Cisco Kid and the dynamite. 
le 12Janh8; DU1233). 
295A. The Cisco Kid and the doctor's 
poison. ©le l12Jank8; DU12535. 


294A. The Cisco Kid and the crippled = 

outlaw. © le 12Jan8; DU123536. 

295A- The Cisco Kid and the hidden tunnel. 
le 12Jan8; DU12337. 

2964. The Cisco Kid and the desperate 

rancher. © le 12Jay8; pu12338. 





THE CISCO KID (Radio program) 

297A~- The Cisco Kid and the ramantic 
swindle. ©le 12Jank8; DU12339. 

298A. The Cisco-Kid and the villainous 
scientist. © le 12Jan8; pU123)0. 
299A- The Cisco Kid and the doctor's - 
@isgrace. © le 12Jani8; DU123\1. 


300A. The Cisco Kid and Pancho's dive. 

© le i2Jan8; pv1232. 

301A. The Cisco Kid and the plundering 
Don. © le 12Jan\8; DU123\3. 

302A. The Cisco Kid and the man who tried 


to go straight. } 12Jan)8; pU123,). 





THE CISCO KID (Radio program) 

505A- The Cisco Kid and the skinflint 
banker. © le i2Janl8; pu123))5. 

3044.° The Cisco Kid and the bridge of 
death. (© ic l12Jan\8; pU1236. 

505A. The Cisco Kid and the mysterious 
scream. © le 12Jank8; pv123)7. 





THE CISCO KID (Radio program) 

© Frederic W. Ziv Co. 

306A. The Cisco Kid and the silver mine 
explosion. © 1c 3Febl8; DU12755. 

307A. The Cisco Kid and the soldier hoax. 
© le 3Feb8; DU1275). 

308A. The Cisco Kid and the slow death by 


poison. © le 3Febl8; DU12753. 

309. The Cisco Kid and the range war. 
© le 3Feb),8; DU12752. 

310. The Cisco Kid and the outlaw's 
child. © le 3Febk8; DU12751. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 
511. The Cisco Kid and the vanished 
rancher. © le 45FebiS; DU12750. 
The Cisco Kid and the fiery trap. 
3Feb8; DU127)9~ 
_ The Cisco Kid and the eastern lover. 


- 3Peb83 DU127 
The Cisco rae and the safe in the 
cellar. @ le 3Feb\8; DU1L27\7- 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


The Cisco Kid and the golden nightmare. 

3Mark8; DU135288. 

The Cisco oe and the garrulous old man. 
MarhS; DU13289. 

The Cisco Kid and the killers who 


changed places. © 1c 3Marl8; DU135290. 
18 The Cisco Kid and the avalanche of snow. 


3Marh8; DU135291. 
The Cisco Kid and the crooked wheel. 


© le 3Mark8; DU13292. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


320A. The Cisco Kid and the river fight. 
© le 3Marl8; DU15293. 

321A. The Cisco Kid and the reporter's 
story. ©le 3Mark8; DU13529). 


322A. The Cisco Kid and the lady-killer. 
*O le 3Marl8; DU15295. 

323A. The Ciscoe Kid and the guns in the 
trees. ©le jars; DU135296. 

2ha. The Cisco Kid and the forest fire. 


3 
© le 3mar)8; rn 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


325A. The Cisco Kid and the -less 
victory. © le 3mMar)8; pu13286. 
326A. The Cisco Kid, the life-saver. 
© le 3Marl8; Dv13287. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


327A. The Cisco Kid in the hands of the 
killers. © 1c 26Aprl,8; puv1189. 
328A. The Cisco Kid and the murderous 
convicts. © le 26aApri8; puv1h190. 
The Cisco Kid and the sorry senorita. 
26apri,8; DU14191. : 
The Cisco Kid and the killer boss. 
26Apr8; DU1)192. 
The Cisco Kid and the rancher's 
murder. @ le 26Apri8; DU1\193. 





fHE CISCO KID {Radio program) 
© Frederic W. Ziv Co. 


332A. The Cisco Kid and the man 

couldn't spell. © ic 26Aprh8; 3 puILi9h. 
333A. The Cisco Kid and the man who flipped 
a coin. © lc 26Aprh8; Du1)195. 


35lA. fhe Cisco Kid rides to the rescue. 

le 26Apri8; DU14196. 

335A. The Cisco Kid and the twice-spoiled 

senorita. Ole 26apr)8; pu1h197. 

336A. The Cisco Kid and the outlaw's knife. 
le 26Apr)8; DU1,198. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


537A. The Cisco Kid and the mission bell. 

© ile 26Apr8; pvihi99. 

350A. The Cisco Kid and the sheriff's electiz 
le 26aprl8; pU14200. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


339A. The Cisco Kid and the man who walked 
away. © le 2imaylS8; pv1),805. 
A. The Cisco Kid and the secret tunnel. 


le 2lMayh8; pu1806. 
The Cisco Kid and the backward horse 


—_ © le 2lMayl8; pv1),807. 


fhe Ciscoe Kid and the store-keeper's 


front. © le 2imMay)8; 
343A. The Cisco Kid and the words that Pancho 


heard. © lc 2iNayl8; pv1,809. 





“HE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 
« The Ciseo Kid and the hidden Brahmas. 
le 2iMaylSs pv14810. 
SAo The Cisco Kid and the cowardly killer. 


le 2lMey\8; pvi,811. 
fhe Cisco Kid and the blackmailer. © lc 


2ivayhSs pu14812. 
The Cisco Kid and the sheriff who lost 


. The Cisco Kid and the dish 
thieves. @ le 2iNayiS; DU1),81). 





HE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


cr The Cisco Kid and the outlaw ranger. 
le 2iMay)8; DU14815. 
Ae The Cisco Kid and the unwanted deposit. 
le 2iMayh8s3 pv1),816. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


351A. The Cisco Kid and the brother turned 
killer. -© le 1jJunl8; pv15190. 
The Cisco Kid and the outlaw's tunnel. 
le 1,Junl8; pUv15191. 
355A. The Cisco Kid and the murdering 
masqueraders. © le 1)Junl8; pUvU15192. 
apa: fhe Cisco Kid and the prospector's map. 
le 1hJunh8; pv15193. 


eu The Cisco Kid and the racer's whiplash. 
le 1)Jun)8; pv1519). 





THE CISCO KID (Radio program) 
© Frederic Ws Ziv Co. 


356A. The Cisco Kid and the birthday horse. 
Ae 1Jdunl8; pu15195. 

357A~ The Cisco Kid and the Indian giver. 
le 1Junl8; DU15196. 

358A. The Cisco Kid and the double double- 


cross. © le.i1Junl8; DU15197. ) 
359A. The Cisco Kid and the feudin' colonel. 
- ijJun8; pU15198. 





THE CISCO KID (Radio program) 
Scripts in this séries are by James 
WeCracken.. © Frederic W. Ziv Co. 


360A. The Cisco Kid and the school 
teacher's vanity. © lc 8Julk8;3 pu15508. 
361A. The Cisco Kid and the man who came 
© le 8Julj8; DU15509. 
The Cisco Kid and the life-saving 
© le 83ulk8; pv15510. 
The Cisco Kid and the Irish 
railroader. © 1c 8Juil83 DU15511. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


364A. The Cisco Kid and the escape in the 
flood. @©ic 83ul8; Dv15512. 
The Cisco Kid and the quicksand 
 ©le BIJuihS; 1vV15513. 
The Cisco Kid and the man who was 


367A. The Cisco Kid and the man with a 
mission. © le 8Jull,8; pU15515. 

368A. The Cisco Kid and the man who got 
paid back. © le 8Jul8; DU15516. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


369A. The Cisco Kid and the man who tried 
to stop the wedding. © le 26Jul)8; 
DUI57h2. 

370A. The Cisco Kid and the cattleman's 


confession. © le 26Ju1)8; DU157h3. 

371A. The nig Kid and the man who want 
a wife. le 263u18; DUL5SThy. 

372A. The phe Kid and the father who 
learned a lesson. © le 26Julh8; DUL5TL5. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


373A. The Cisco Kid and the outlaw whe 
tried the judge. ©le 26Ju18; DU157))6. 

aTkAs The Cisco Kid and the mad doctor. 

37 


© 26Julh8; DU157\7. | 
« The Cisco Kid and the fight for oil. 
le 263ul)83 DU15715. 
376A. The Cisco Kid and the man who 
murdered the sheriff. © le 263u1)8; 
'_DUI5749. 
377A. The Cisco Kid and the job with the 
bandits. © 1c @ 26Ju18; DU15750. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


378A. The Cisco Kid and the sheriff who 
needed help. © le 23Augl8; DU16010. 

379A. The Cisco Kid and the thieves who 
stole too much. © le 25auglS; DUIGOLI. 


380A. The Cisco Kid and the enemies he 
saved for jail. Qe 23AuglhS; Dv16é0 

381A. The Cisco Kid and the bandit's 
legacy. © le 23AuglS; Dv16013. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


© Kid and henchman 
mer lc 25auels — 
The Cisco Kid and 
bed himse © lc ssacahis 3 ou16ens. 
The Cisco. Kid and the gambler's 


deal. Ole 23Aug),8; goat 

5A. The Cisco Kid and 

went straight. © le esanahOe uncer? 
386A. The Cisco Kid and the ungrateful 

nephew. © le 23AughS; pv16018. 





THE crsco KID “(Radio program) 
© Prederic W. Ziv Co. 


387A. The Cisco Kid and the outlaw who 
wanted a ranch. € lc 23AughS; —— 
388a. The Cisco Kid takes the middle 
the road. @ile 23AughS; pv16020. 
389A. The Cisco Kid and the horse that 


Pancho stole. © lc 23Augl8; pU16021. 





EF 


THE CISCO KID. | 
& Prederic We Ziv Co. 


390A. The Cisco Kid and the ex~convict's 
battle. © le 28sepi8; DU1678. 

591A. The Cisco Kid and the man whe 

- gambled too much. © le 28Sepi8; 


DU: e 
592A~ es Cisco Kid and the conniving 
brother. “a le ary ere 
+ The Cisco Kid and the wheel chair 
as a w ics 28Sepl,8 3 DU16)4,81. 





THE Cisco KID. 
\ Prederic W. Ziv Go. 


394A. The Cisco aaa and the planned 
bank panic. © lc 28Sep)8; DU16)82. 

« The Cisco Kia and the hospital | 
sf GO le 28Sepi,8; T6483." 
396A. The Cisco Kid and the cattle 

rustler's sons. © lc 28Sepi8; 


bU1L 
597A. The Cisco Kid anc the travelling 
man’s diamonds. © le 28Sepl,8; 


DU16i,85. 





THE GISCO KID, 
© Frederic W. Zic Vo. 


3984. The Cisco Kid and the old man 
who saved a ranch. © le 28Sepi,8; 


boi 
399A- The Cisco Kid and the bolt of 
i 


ightning. © lc 28Sepi8; DU16),87. 
400A. The Cisco Kid and the man who 
pois 88 kill for love. \ le 28Sepi8; 


401A. The C,sco K,a end the thief whe 
went in a circle. © le 
DU16489 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


402k. The Cisco Kid and the mine with 
a curse. U le 28SepiS; 1U16)90. 

403A. The Cisco Kid and the prisoner 
in a house. | le 28Sep),8; 
DULG6491. 

« The Ciseo Kid and the outlaws who 

called on Pancho. | le 28Sepi8; 
DUL6492. 





THE CISCO KIB (Radio program) 
© Frederic W. Ziv Co. 


O54. The Cisco Kid and the man who went 
to town. © le 290ctl8; pUu16928. 
hO6A. ‘The Cisco Kid and the rustlers who 


outsmarted themsdlves. © le 290eth8; 
DU16939. 

O7A. The Cisco Kid and the outlaw who <= 
changed his mind. @ 1c 290ceth08; DU16958. 





‘HE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


406A. The Cisco Kid and the town that 
went wild. @© ic 290ctl8s; pU16937. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


409A. The Cisco Kid and the brother who 
robbed himself. © le 290cth8; DU16936. 
the _ 


410A. ‘The Cisco Kid and the man wit 
muddy boots. © le 290cthS; pu16935. 
lla. The Cisco Kid and the killer! 


voices. ©lc 290cth8; pu1693\. 
« The Cisco Kid and the bandit who 


wanted too much. © lc 290cti8; DU16933. 





- 


THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


415A. The Cisco Kid and the gold mine 
fake. @le 290ctl8; pulé952. 
lkA. Phe Cisco Kid and the Connaster 


treasure map. © le 290ctl8; DU16931. 
45a. The Cisco Kid and the neighborly 

horse thief. Q©ile 290cthSs; DU16950. 
416A. The Cisco Kid and the much too 

innocent brother. © 1c 290ctlS; 


pu16929. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


417A. The Cisco Kid and the badge of 
authority. © le 5DdeckSs; DU17365. 

hi8A. The Cisco Kid and the senorita'ts 
timber. © ic chSs DU173566. 


419A. The Cisco Kia and the siege of the 
inn. © lc 3Deci$; DU17367. 

4204. The Cisco Kid and the dynamite bomb. 
© lc 3dech8; DU17368. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


421A. The Sisco Kid and the Gambling 
brother. © le 3Deci8; DU173569. 
- The Cisco Kid and the gullible captain 
© le 5Dech8; DU17570. 7 


3A. The Cisco Kid and the outlaw who used 
his name. © le 3Dech8s DU17571. 

2ha. The Cisco Kid and the jewel case run- 
around. © lc 5Dech8; DU174372. 





THE CISCO KID (Radio wweeven} 
© Frederic We Ziv “ox. 


25ae The Cisco Kid and the kiliers* 


clothes. @ le 5pechS; 0U173575~ 
426A. The Cisco Kid and the gold thel stayed 


buried. @ ie 5DdeclS; DUL7357k. 

27a. The Cisco Kid and the fight for the 
serum. © lc 3Dech8; DU17575. 

4284. The Cisco Kid and the outlaws who 
kidnapped the sheriff. © lc 5Dech8; 


DU1L7576. 
@ 





HE CISCO KID  (RAGio program) 
© Prederic W. Ziv “o. 


29a. The “isco “id and the killerts 
confession. @ ic 5deckS8; DU17377. 
450A. The Cisco Kid and the outlaws — 


escape. © le 5pechS; pu17378. 
431A. The Cisco Kid and the boy who came 
home. © le 5DeckhSs DU17579. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv So. 


The Cisco Kid and the heiress. 
© le 3pechSs pvi7480. 
433A. The Cisco Kid and the tophand's bad 
habit. ©le 5Ddecl8; pu1758l. 
434A. The Cisco Kid and the man who 
wanted too much. © lc 3DechSs pv17382. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


435A. ‘The Cisco Kid and the doctor who 


almost died. © le 2Jank9; DUIS334. 
436A. The Cisco xia and the convict’ 


s hos®: 
tage. © lc 2hdank9; DU1G555. 
437A. ‘The Cisco Kid and the killers who 
gave Saeee his choice. © lc 2)Jank9; 
185 
438A. fhe Cisco Kid and the man who would 


murder for gold. @ le 2hdank9; DU1G538. 





HE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


439A. The Cisco Kid and the mountain of 
© le 2jJank9; DU1S559. 
The Cisco Kid and the trick that 
cheated a cheat. ©ilc 2kJank9; DU1S5,0. 


kia. The Cisco Kid and senorita who 
played ghost. © lc 2hdJank9s; pU183)1. 

kh2a. The Cisco Kid and the poisoned 
suppers Ole 2iJank9; DU1S3\2. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


4k3a. The Cisco Kid and the outlaw who 
fell for a beating. © lc 2kdank93 Du183h3 
hha. The Cisco Kid and the murder that 


went wréng. © le 2iJdanl9; pu183h). 
45a. The Cisco Kid and the brother who 
layed too much. © lc 2hJank9; DU1LS5h5. 
A. The Cisco Kid and the outlaw who 
wanted revenge. © 1c 2Jank93; DU18337. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


Li7ae The Cisco Kid and the top hand who 


ot there first. ©le 2hJank9; pv183h6. 
4S. The Cisco Kid and the killers who 


took the bait. © le 2hdJank93; pu183\7. 
449. The Cisco Kid and the school teachers 
refusal. © lc 2hJanl9; Dv183\8. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


452. The Cisco Kid and the avalanche of 
snow. © le 27Mayk9; DU20196. 





THE GISCO KID (Radio program) 
© Prederic W. Ziv Co. 


455. The Cisco Kid and the top hand who 
got there first. © le 27Mayl9; 
DU20197.- 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Go. — 


458. © le 27Mayk9s Du20298. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


ET}. The Cis&o Kid and the man who was 
cudier. in the cave. © le 25Febl9; 





THE CISCO KID — ——— 
© Prederic W. Ziv Co. 


ur6<_ The Cisco Kid and the Kiliera' 
just desserts. © le 25Feb\9; DU1S8Es. 





THE CISCO KID (Radio program) 
© Frederic W. Ziv Co. 


ET9. The Cisco Kid and the secret gold 
mine tunnel. © ic 25Febl9; DU1LG&86. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


ET12. The Cisco Kid and the boatride he 
missed. € le 25¥ebl9; pU1&835. 





THE CISCO KID (Radio program) 
© Prederic W. Ziv Co. 


frogtan “E915. The Ciseo Kid and the outlaws who 
haunted a house. € le 25Febl9; pu1888h. 
KH 5 (Mc Cracken 


! 





CISCO KID (Television program) 
Scripts in this series are by various 
authors. Based on characters created 
by 0. Henry [pseud. of William Sydney 
Porter) in "The caballero's way." 
© Cisco Kid Pictures, inc. 


MAY - 8 1959 





CISCO KID (Television program) Scripts 
in this series are by Cisco Kid 
Pictures, inc,, employer for hire of 
various authors, Based on characters 
created by 0. Henry cpseud, of William 
Sydney Porters in The caballero's 
way. © Cisco Sid Pictures, ince 





CISCO KID (Television program) 
© Gisee Rid Pictures, ine. 


» vy de Benton Cheney. 
+e Demersiye DU27 196. - 
2. Chain lightning, by J. Benton queners 
© 26mar51; DvU27197. 


4 a’\ 


ann % ° \~ 





CISCO KID (Television program) 
© Cisee Kid Pictures, ine. 


3e seript by de Benton Cheney. 
© 26mar51; pv27198. 

kh. Seript by J. Benton Cheney. 
© 26ers, DU27199. 


5. ript by J. Benton Cheney. 
© oemers23 DU27200 

6. Seript by Sherman L. Lowe. 
© 26Mar52; DU27201. 





CISCO KID (Television program) 
© Cisee Kid Pictures, inc. 


Ts Seript by Royal Cole. © 26mar5i; 
DU27202. 


8. Seript by Betty Burbridge. © 26mar5i; 
DU27203. 
9. Seript by J. Benton Cheney. © 26Mar5l; 


10. Script by J. Benton Cheney, 

© 26Mar51; DU27205. MAY - 8 195 
ll. Script by Betty Burbridge. 

© 26Mar513; DU27 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


12. Script by Royal Cole. © 26Mar5l; 
DU. 


13. Seript by Sherman L. Lowe; 

© 26Mer5i1; DU27208. 

lie Dog story, by Raymond L. Schreck. 
© 26Mar51; DU27209. 

15. Freight line feud, by Elisabeth 
Beecher. © 26Mar5l3; DU27210. 

16. Performance bond, by Louise Rousseau. 


© 26mMar5i; te 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


17- ‘pewepaper crusade, by Betty Burbridge,. 
© 26mar513 pv27212. 


18. hing st 
© o6uersi, pu27 


rye by Warren Wilson. 
215. 


1g. Pancho hostage, by Beésty Burbridge. 
© 26Mar51; DU2721),. 
20. Confession for money, by Ande Lamb. 


& MAY - 8 1954 





CISCO KID (Television program) 
© Cisee Kid Pictures, inc. 


21. Water Pights, ey gd. Benton Cheneys 
© 26mar513 DU27216 

22. Wedding blackmail, by Sherman L. Lowe, 
© 26Mar513 DpU27217. 

23- Uncle: disinherits niece, b 
Betty Burbridge. © 26Mar5i3 pu27218, 


Se MAY ~ 8 1954 





CISCO KID (Television program) 
© Gisce Kid Pictures, inc. 


2s Haven for heavies, by Warren Wilson. 
© 26Mar51; pv27219. 
252 The old bum, by Louise Rousseau. 
© 26uar5i3; pU27220. 
26. Phoney sheriff, by J. Benton Cheney. 
© 26Mar5l; DU27221. 


& MAY - 8 1951 





Srge KID (Television program) 
Cisco Kid Pictures, inc. 


Postal inspector, by J. Benton Cheney. 
© 23May51; DU27750. 
Stolen bonds, by J. Benton Cheney. 
© 235May51; DU27751. 
29- Kid sister trouble, by Louise 


Rousseau. © 25May51; DU27752- 
30. Protective association, by Marjorie 
E. Portin. © 23mMay51; DU2Z7753~* 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


31. Phoney heiress, by J. Benton Cheney. 
© 23May513 DU27754. 

32. Water well oil, by Ande Lamb. 
© 235May51s; DU27755% 

33. Ghost story, by Elizabeth Beecher. 
© 23mMay51; DU27756. 





CISCO KID (Television evear=n) 
© Cisco Kid Pictures, ine. 


3h. Medicine man, by Warren Wilson. 
© 23may51; DU28109. 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


35. Foreign agent, by J. Benton Cheney. 
© 23May51; DU27757- 

36. Jewe store fence, by J. Benton 
Cheney. 23May51; DU27758. 


_4 1991 
svn 





GISCO KID (Television prograz) 
© Cisco Kid Pictures, inc. 


B7. Black lightning, by Warren Wilson. 
© 23mMay5ls3 Du26110. 


‘ 
.-9 3 
pus 





wa KID (Television program) 
Cisco Kic Pictures, inc. 


38. Bates story, by Sherman L. Lowe. 
© 23May51; DU27759« 

59- Water toli, 3 § « Benton Cheney. 
© 23May51; DU27760. 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


4l. Sleeping gas, by J. Benten Cheney. 
© 13Nov51; DUZ9255. 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


hOB. The vigilante story, by J. Benton 
Cheney. € 15Nov51; DU29727. 
41B. Hidden woliey, by J. Benton Cheney. 


© 13Nov513; Dv2972 
2B. Quicksilver murder, by J. Benton 
Cheney. © 13Nov51; DU29729. 


JAN Qe 3 
IN 25 193 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


i. Quarter horse story, by J. Benton 
Cheney. (€ 135Nov51; DU29259. 


you >> 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


458. Carrier pigeon, by J. Benton Cheney. 
© 135Nov51; DU29750. 
6B. Jewelry hold-up, by J. Benton Cheney, 


© 134%ov51; DU29731. 

478. Hypnotist murder, by J. Benton 
Cheney. © 13Nov513; DU29732. 

48B. Ghost town story, by J. Benton 
Cheney. © 15¥ov51; DU29733. 





CISCO KID. (Television program) 
© Ciseo Kid Pictures, ine. 


9B. Romany caravan, by J. Benton Cheney. 
© 134 0v51; Dv2975). 

50B. Buried treasure, by J. Benton Cheney. 
© 134ov513; DU297355. 





crs SCO KID (Television program) 
vw Cisco Kid Pictures, inc. 


er The robber crow, by Herb Purdum. 
© 13Nov51; Dv29260. 





cIsco KID | (Television program) 
© Cisco Kia Pictures, inc. 


52B. The “panish dagger. Story by 
Walker A. Tompkins, screenplay by 
Je Benton Cheney. © 135Nov51; DU29736. 





CISCO KID (Television program) © Cisco 
Kid Pictures, inc. 


55Be The big steal, by J. Benton Cheney. 
© 27Jun523 pvs11,05. 

5B. The talking dog, by Warren Wilson, 
© 27Jun523; pu3z1,06. 


By Warren Wilson. © 27Jun523 pU31408 
By Robert A. White. © 27Jun523 


58 eg abet her. © 27Jun523 
I. Z ecn fe i 
Dosa oe 


0. 





CISCO KID (Television program) © Cisco 
Kid Pictures, ince 


59Bs By Elizabeth Beecher and Jack Lewis. 
© 275un523 puzi12i. 
60Bs By Js Benton Cheney. © 27Jund2z . 


126 
By Robert Clayton. © 27Jun523 


By Dick Conwaye © 27Jun523 DUZIALS. 
635Be By Don Brinkley. © 27Jun523 DUS1;16. 
« By Je Benton Cheney. © 27Jun523 


65D 5 Bente@ Cheney. © 27Jun523 
DUS. 





CISCO KID (Television program) © Cisco 
Kid Pictures, inc. 


66B. Edmona E. Kelso. © Nov52; 
BU . 

~ Pag Benton Cheney. © lNov52; 

3. Benton Cheney. © )Nov52; 


pu;22)6. 
69B. J. Benton Cheney. © )Nov52; 


DU ° 
70B. By Robert Clayton. © hiov52; 
DU52249. 





CISCO KID (Television program) © Cisco 
Kid Pictures, inc. 


71B. mR, Irwin Lieberman. © kNov52; 
= “ Benton Cheney. © )Nov52; 


733. By Richard Conway. © Nov52; 


74B. By E Edmond E. Kelso. From an me by 
Le Ve. Jefferson. © Nov52; Dus2 
75B. By Hilda and Andre Bohen. © ov523 


DU52253.~ 





CISCO KID (Television program) © Cisco Kid 
Pictures, inc. 
76B. By Edmond &. Kelso from a story by J. 
Benton Cheney. @©kNov52; DU32255. 
By Dick Conway. (© Nov52; DUZ225). 


By J. Benton Cheney. © kNov52; 
DU32256. 





CISCO KID (Televicion program) © Clece Ete 
Pictures, inc. 


a cca As Sarecky. @ 17701533 
aie. By George Callahan. © 2ui537 uae 


By Warren Wilson. 
By Donn Mullelly. 


aoe 
90. By oii: 9 37901 





GIsco KID saictinetnana program) chee Kid 
Pictures, inc. 


sT8s siete. ‘keeenas Goldman. © 1770155; -- 


By Ben Markson, | 
By Ben Markson. | DU 


By a Wilson. | © BAL seg © a 
By Donn Mullally. sages a 





CISCO KID (Television program) © Cisco 
Kid Pictures, inc. 


9283. By Frank Burt. © 2Nov535; pus5367. 
Be By Donn Mullally. © 2Nov55 
DUS5368. 

94B. By Warren Wilson. © 2Nov53; 


DU35369.6 
95B. By Ed Gardner, Jr. and Roy Engel, 
© 2Nov553 DU55570- 
96B. By George Callahan. © 2Nov53; 


DUS5 STL 
97B. By Fred htone © 2Nov55; 
DU353726 e 





CISCO KID (Pelevision program) © Cisco 
Kid Pictures, inc. 


98B. By George Callahan. © 2Nov53; 
By George Callahan, © 2iov53; 
By Buckley Angell. © 2Nov55; 


te nemoné Es Kelso. © 2Nov53; 
eee le mane Cohon. © 2Nov5353 DUS53577 
1033, a Barney A.» Sarecky. "© tnewss, : 
DU55375~ 
ety By pavic@ Nowinson.s © 2iiov535; 
DU55579« 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


105Bs. By Barney A. Sarecky. 
© 22Jun5; DU37322. 

106B.. By Wilbur S. Peacock. - 
© 22dun5h3 DU37323.- 


107B. By Robert Clayton. 
© 22Jun5h; DU3732h. 

1088. By Wilbur S. Peacock, 
© 22dun5; DU37325. 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


1093. Ande Lamb. © 22Jun5h; 


By Barry Cohon. © 22Jun5h; 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc, 


1l1LB. By Oliver Drake. © 22dun5); 
DU37315~ 

112B, By Gerald Geraghty. 
© 22Jun5h3; DU37316. 


113B. By Robert Clayton. 
© 22dun5h; DU37317.~ 
1148. By Wilbur S, Peacock, 
© 22JunS5h; DU37318. 
115B. By Ande Lamb. © 22dun5k; 


DU37319.6 & 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


1168. By Kenneth A. Enochs, 
© 22Jun54; DU37320. 

117B. By Gerald D. Geraghty. 
© 22dun5h3 DU37321. 





CISCO KID (Television program) 
© Cisco Kid Pictures, inc. 


1188, By Barry Cohon. © 1Sep5k; 
DU37913-~ 


Ande Lamb, © 1SepSh; 


By Rik Vollaerte. © 1hSep5h3 
DU37916. 





CISCO KID (Television program) 
© Cisco Kid Pictures, incs 


122B, By Robert Clayton, 
© 14Sep5h3 DU37917. 


123B. x Barry Cohon. © 1Sep5k; 
DU37910~4 

124B. By Wilbur S. Peacock, 
© 1kSepShs; DU37919.% 

1253. By Barry Cohon, © l1hSep5Sh; 


DU37920. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1001A-1B.. © 12Sep50; LP18678. 


1. Ziv Television Programs, Inc. ic- / 
3/20 


eS Library of Congress | 


Copyright Office 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm, © Ziv Tele- 
vision Programs, inc. 


No, 
1002A-10B. © 19Sep50; LP18975. 


1. Ziv Television Programs, Inc. (X) 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1003A-4B. © 26Sep50; LP18969. 


1. Ziv Television Programs, Inc. (X) 





CISCO KID (Television program) 
© Cisco Kid Pictures, ines 


129Bs Bill Georges © 1SepSh 
BU3792h. ‘ 


130B. By Harry S, Franklin and 
Otto Englander. © 1)Sep5hs 
DU37925. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
LOO4A-7B. © 140ct50; LP18972. 


1. Ziv Television Programs, Inc. (X) 





cisco KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1005A-13B. © 170ct50; LP18978. 


1. Ziv Television Programs, Inc. (X) 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1006A-3B. © 30ct50; LP18968. 


1. Ziv Television Programs, Inc. (X) 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 
No. 
1007A-2B. 26 min. © 5Sep50; LP18967. 


1. Ziv Television Programs, Inc. (X) 


28 





CISsco KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1008A-9B. © 310ct50; LP18974. 


1. Ziv Television Programs, Inc. (X) 





CISCO KID. Ziv Television Programs. 

27 min. each unless otherwise indi- 
cated, sd., bkw, 16 mm. © Ziv Tele- 
vision Programs, Inc. ~ 


No. 
1009A-6B. © 100ct50; LP18971. 
1. Ziv Television Programs, Inc. (X) 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1OLOA-12B. © 7Nov50; LP18977. 


1. Ziv Television Programs, Inc. (X) 
; ii-28 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1011A-5B. © 21Nov50; LP18970. 


1. Ziv Television Programs, Inc. (X) 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1012A-11B. © 280ct50; LP18976. 


1. Ziv Television Pregrams, Inc. (X) 
I-28 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1013A-8B. © 28Nov50; LP18973. 


1. Ziv Television Programs, Inc. (X) 
28 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1014A-22B. Wedding blackmail. 
© 5Dec50; LP19167. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials -l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., bew, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1015A-18B. Lynch story. 


© 12Dec50; LP1916 . 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





cIsco KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1022A-26B. Phoney sheriff. 
© 6Feb51 (in notice: 1950); 


LP19176. 


1. Ziv Television Programs, Inc. (X) 


2. Titles, serialis-l. 





CIsco KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1021A-25B. The old bum. © QJan5l 


(in notice: 1950); LP19172. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. g- 
5-15 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1016A-17B. Newspaper crusaders. 
© 19Dec50; LP19169. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. g- 
5-15 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 

1018A-24B. Haven for heavies. 
© 13Jan51 (in notice: 1950); 
LP19173. 


1. Ziv Television Programs, Ine. (X) 


2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 

1020A-15B. Freight line feud. 
© 27Jan51 (in notice: 1950); 
LP19175. 


1. Ziv Television Programs, Inc.° 
2. Titles, serials-l. 





CIsco KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1019A-20B. Confessim for money. 


© 2Jan51 (in notice: 1950); 
LP19171. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. g- 
5-15 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., bew, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1017A-14B. © 26Dec50; LP19170. 
1. Ziv Television Programs, Inc. (X) 





cIsco KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 
No. ; 
1023A-19B. Pancho hostage. 
© 16Jan51 (in notice: 1950); 
LP19174. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-1l. g- 
5-15 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1024A-16B. Ball jar jellies. 


© 13Feb51 (in notice: 1950); 
LP19178. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1025A-21B. Water rights. © 20Feb51 
(in notice: 1950); LP19179. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. ZIV Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 
No. 
1027A-31B. Performance bond. 26 min. 


© 3Sep51; LP19289. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Performance bond. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1029A-27B. Postal inspector. 
© 17Sep51; LP19291. 


1. Ziv Television Programs, Inc. (X) hob 
2. Title: Postal inspector. 7-2 


Revised 


2961; pt.1. & 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1030A-34B. Jewelry store fence. 
© 24Sep51; LP19292. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Jewelry store fence. 





CIsco KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1031A-36B. Foreign agent. 
© 10ct51; LP19293. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Foreign agent. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1032A-38B. Medicine man show. 
© 80ct51; LP19294. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Medicine man show. 





CISCO KID. © Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 
No. 
10335A-33B. Ghost story. 

© 150ct51; LP19295. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Ghost story. 





Cisco KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1034A-30B. Protective Association. 
© 220ct51; LP19296. 


1. Ziv Television Programs, Ine. (X) 
2. Title: Protective Association. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1035A-28B. Kid sister trouble. 
© 290ct513; LP19297. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Kid sister trouble. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1036A-35B. Water toll. 
© 5Nov51; LpPp19298. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Water toll. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1037A-37B. The Bates story. 
© 12Nov51; LP19299. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Bates story. 


Revised 


1961, pt.1 & 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1038A-39B. Ride on. © 19Nov5l; 
LP-19300. 


1. Ziv Television Programs, Ine. (X) 
2. Title: Ride on. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1039A-32B. Water well oil. 
© 135Nov51; LP19301. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Water well oil. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Vigilante story. © 4Dec51; LP19433. 


1. Ziv Television Programs, Inc. 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Hidden valley. © 11Dec51; LP19434,. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-1l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Carrier pigeon. © 18Dec51; LP19435. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-l. 





SISCO KID. Ziv Television Programs. 
27 min. each, unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 
Hypnotist murder. © 25Dec51; LP19436. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-1l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 
Romany caravan. © 8Jan52 (in notice: 
~ 1951; LP19437. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Robber crow. © 15Jan52 (in notice: 
1951); LP19438. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Sleeping gas. © 22Jan52 (in notice: 
~ 1951); LP19439. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 
Quarter horse. © 29Jan52 (in notice: 
1951); LP19440, 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 
Jewelry holdup. © 5Feb52 (in notice: 
1951); LPi9441. “2 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Ghost town. © 12Feb52 (in notice: 
~ 1951); LP19442. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CIScoO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Quicksilver murder. © 12Feb52 (in 
= notice: 1951); LP19443, 


1. Ziv Television Programs, Inc. x) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Buried treasure. © 19Feb52 (in 
notice: 1951); LP19444. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Spanish dagger. © 19Feb52 (in 
“notice: 1951); LP19445. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serialis-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Monkey business. 26 min. © 3Aug52; 
LP19447. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Puppeteer. 26 min. © 10Aug52; 
LP19446,. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm 
© Ziv Television Programs, Inc. 
Talking dog. © 17Aug52; LP19811. 


1. Ziv Television Programs, Inc. 
2. Titles, serials-1l. 





CISsco KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
Yeated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Pancho and the pachyderm. 26 min. 
© 50ct52; LP19448,. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





2TISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 
Kid brothers. 26 min. © 120ct52; 
~ LP19449. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

Face of death. 26 min. © 190ct52; 
LP19450. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

Big steal. © 190ct52; LP19818. 


1. Ziv Television Programs, Inc.(¥) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 
Laughing badman. © 260ct52; LP19813. 


1. Ziv Television Programs, Inc. (x) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

Canyon City kid. © 2Nov52; LP19812. 


1. Ziv Television Programs, Ine. (x) 
2. Titles, serials-1l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 
Dutchman's flat. © QNov52; LP19814. 


1. Ziv Television Programs, Inc. (x) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

Mad about money. © 16Nov52; LP19815. 


1. Ziv Television Programs, Inc. () 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

Lost city. © 23Nov52; LP19816. 


1. Ziv Television Programs, Inc. (x) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc-« 
Thunderhead. © 30Nov52; LP19817. 


1. Ziv Television Programs, Inc.(<) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

Bell of Santa Margarite. © l14Dec52; 
LP19819. 


1. Ziv Television Programs, Inc. CX) 
2. Titles, seriais-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 
Lodestone. © 21Dec52; LP19820. 


1. Ziv Television Programs, Inc. (x) 
2. Titles, serials-1l. 





CIsco KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

Dead by proxy. © 28Dec52; LP19821. 


1. Ziv Television Programs, Inc. (x) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

The Pevil's deputy. © 4Jan53 (in 
notice: 1952); amrgSee. 


1. Ziv Television Programs, Inc.) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

Church in the town. © 1lJan53 (in 
notice: 1952); LP19823. 


1. Ziv Television Programs, Inc. (x) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm, 
© Ziv Television Programs, Inc. 

Gun totin' papa. © 18Jan53 (in 
notice: 1952); LpP19824. 


1. Ziv Television Programs, Inc. (C%) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

The fire engine. © 25Jan53 (in 
notice: 1952); LP19825. 


1. Ziv Television Programs, Ine .Cx) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 

The census taker. © 1Feb53 (in 
notice: 1952); LP19826. 


1. Ziv Television Programs, Ine.Cx) 
2. Titles, serials-l. 





CISsco KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. 
© Ziv Television Programs, Inc. 
Smuggled silver. © 8Feb53 (in 

notice: 1952); LP19827. 


1. Ziv Television Programs, Inc. CX) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 16 mm. ' 
© Ziv Television Programs, Inc. 

The runaway kid. © 15Feb53 (in 
notice: 1952); LP19828. 


1. Ziv Television Programs, inc. Cx) 
2. Titles, serials-l. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
ine. 
Fear. © 22Feb53 (in notice: 1952); 
LP20086. 


1. Ziv Television Programs, Inc. 
2. Titles, serials-1. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., bé&w, 
16 mm. © Ziv Television Programs, 
Inc. 
The photo studio. © 1Mar53 (in no- 
tice: 1952); LP20087. 


2. Titles, serials-1l. pd- 


1. Ziv Television Programs, Inc. (X) Hu 
2 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Ine, 
Commodore goes west. © 8Mar53 (in 
notice: 1952); LP20088. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-1. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Bodyguard. © 10ct53; LP20092, 


2. Titles, serials-l. pd- 


1. Ziv Television Programs, Ine. (X) # 
8-2 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Pancho and the wolf dog. © 80ct53; 
LP20093. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
inc. 
Bullets and the booby trap. 
© 150ct53; LP20094, 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-l. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
The gramophone. © 220ct53; LP20095. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Freedom of the press. © 290ct53; 
LP20096. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
inc, 
Battle of Red Rock Pass. © 5Nov53; 
LP20097. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-1. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 


16 mm. © Ziv Television Programs, 
Inc. 


Bandaged badman. © 12Nov53; 
LP20098, 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serialis-1. pa 
2 


8 





CISCO KID. Ziv Television Programs. 
Approx. 26> min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc, 
Chinese gold. © 19Nov53; LP20099. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 


Faded general. © 26Nov53; LP20100. 


1. Ziv Television Programs, Inc. (X) 


2. Titles, serials-l. p 


d- 
8-23 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
The fugitive. © 3Dec55; LP20101. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Indian uprising. © 10Dec53; 
LP20102. 


2. Titles, serialis-l. pd- 


1. Ziv Television Programs, Inc. (X) 
a, 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 

The racoon story. © 17Dec53; 
LP20103. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-l. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w; 
16 mm. © Ziv Television Programs, 
Inc, 
Outlaw's gallery. © 24Dec53; 
LP20104, 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Ine. 
The black terror. © 31Dec53; 
LP20105. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-1. ty 


fo, 


rae 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Ine, 
Sky sign. © 7Jan54 (in notice: 1953); 
LP20089. 


2. Titles, serials-1. pd- 


1. Ziv Television Programs, Inc. (X) 
a-% 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm, © Ziv Television Programs, 
Ine. 
Cisco meets the gorilla. © 14Jan54 
(in notice: 1953); LP20090. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. pan 


8-2 
@ 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
inc. 
Not guilty. © 2lJan54 (in notice: 
1953); LP20091. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-1,. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
INC; 


Rodeo. © 28Jan54 (in notice: 1953); 
LP20195. 


1. Ziv Television Programs, Inc. 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc, 
Marriage by mail. © 4Feb54 (in no- 
tice: 1953); LP20196. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-1. pa 
af 


9- 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
The iron mask. © 11Feb54 (in notice: 
1953); LP20197. 


2. Titles, serials-l. pd- 


1. Ziv Television Programs, Inc. (X) % 
9-1 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., bé&w, 
16 mm. © Ziv Television Programs, 
Inc, 
Double deal. © 18Feb54 (in notice: 
1953); LP20198. 


2. Titles, serials-l. pd- 


1. Ziv Television Programs, Inc. (X) % 
9-1 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
LNG‘. 
Horseless carriage. © 25Feb54 (in 
notice: 1953); LP20199. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-i. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
The steel plow. © 4Mar54 (in notice: 
1953); LP20200. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-1. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Ine, 
The ventriloquist. © 11Mar54 (in no- 
tice: 1953); LP20201. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-1,. pa-Wy 
1 


9- 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., bé&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Powder trail. © 18Mar54 (in notice: 
1953); LP20202. 


2. Titles, seriais-l. pd- 


1. Ziv Television Programs, Ine. (X) i 
9-1 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Cisco plays the ghost. © 25Mar54 (in 
notice: 1953); LP20203. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. pd- 


9- 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., bé&w, 
16 mm. © Ziv Television Programs, 
inc. 
A six-gun for No-Pain. © 25Sep54; 
Lp20204, 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. pd- 


9-12 


o 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Ene. 
The haunted stage stop. © 20ct54; 
LP20205. 


2. Titles, serials-l. pd- 


1. Ziv Television Programs, Ine. (X) ip 
Q-} 





CIsco KID, Ziv Television Programs, 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
ane . 
Gold strike. © 90ct54; LP20206, 


1. Ziv Television Programs, Ine. (X) ty 
2. Titles, serials-1l. pd- 


9-12 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Trouble in Tonopah. © 160ct54; 
LP20207. 


2. Titles, seriais-1l. pd- 


1. Ziv Television Programs, Inc. (X) Hp 
9-1 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., bé&w, 
16 mm. © Ziv Television Programs, 
ine. 
Harry the heir. © 230ct54; LP20208. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-1. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
ine. 


The lowest bidder. © 3500ct54; 
LP20209. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, seriailis-l. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Ine, 
Mining madness. © 6Nov54; LP20210. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Ine. 
Sundown's gun. © 13Nov54; LP20211. 


2. Titles, serialis-1l. pd- 


1. Ziv Television Programs, Ine. (X) i 
9- 





CISCO KID, Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc, 
Pot of gold. © 20Nov54; LP20212, 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-1. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Ine. 
Caution of Curley Thompson. 
© 27Nov54; LP20330. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-1l. 





CISscoO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., béw, 
16 mm. © Ziv Television Programs, 


Inc. : 
Fool's gold. © 4Dec54; LP20331. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm, © Ziv Television Programs, 


Ine. 
The hospital. © 11Dec54; LP20332. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., béw, 
16 mm. © Ziv Television Programs, 
Inc. 
Three suspects. © 18Dec54; LP20333. 


1. Ziv Television Programs, Ine. (X) yo 4 
2. Titles, serials-l. 10-5 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 


Ine. 
Pancho's niece. © 25Dec54; LP20334. 


1. Ziv Television Programs, Inc. (X) y-4 
2. Titles, serlals-l. 10-5 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Ine. 
Extradition yet © 1Jan55 (in 


notice: 195); LP20335. 


1. Ziv Television Programs, Ine. (X) 
2. Titles, serials-l. 





CIsco KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
New evidence. © 8Jan55 (in notice: 
1954); LP20336. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISscoO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Doorway to nowhere. © 15Jan55 (in 
notice: 1954); LP20337. 


1. Ziv Television Programs, Inc. (X) 
2, Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., bew, 16 mm. © Ziv Tele- 
vision Programs, Inc. 

No. 
1028A-29B. Stolen bonds. 
© 10Sep51; LpP19290. 


1. Ziv Television Programs, Inc. (X) 
2. Title: Stolen bonds. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., béw, 
16 mm. © Ziv Television Programs, 
Inc. 
Stolen river. © 22Jan55 (in notice: 
1954); LP20338. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Son of a gunman. © 29Jan55) (in 
notice: 1954); LP20339. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., béw, 
16 mm. © Ziv Television Programs, 
Inc. 
Jugglers silver. © 3Feb55 (in no- 
tice: 1954); LP20340. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs, 
Approx. 26 min. each, sd., béw, 
16 mm. © Ziv Television Programs, 
Inc. 
The kidnapped cameraman. © 10Feb55 
(in notice: 1954); LP20341. 


1. Ziv Television Programs, Ine. (X) 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., béw, 
16 mm. © Ziv Television Programs, 
inc. 
Cisco and the giant. © 17Feb55 (in 
notice: 1954); LP20342., 


1. Ziv Television Programs, Inc. (X) yo 
2. Titles, serials-l. 10- 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd, b&w, 
16 mm. © Ziv Television Programs, 
Inc. 
Montezuma's treasure. © 24Feb55 (in 
notice: 1954); LP20343. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., b&w, 
16 mm. © Ziv Television Programs, 
inc.. 
Vendetta. © 3Mar55 (in notice: 
1954); LP2o344. 


1. Ziv Televisim Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., béw, 
16 mm. © Ziv Television Programs, 
inc. 
The two-wheeler. © 10Mar55 (in 
notice: 1954); LP20345. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
Approx. 26 min. each, sd., béw, 
16 mm. © Ziv Television Programs, 
Inc. 
The tumblers. © 17Mar55 (in notice: 
1954); LP20346. 


1. Ziv Television Programs, Inc. (X) 
2. Titles, serials-l. 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC, P., Inc. 
A quiet Sunday morning. © 60ct55; 

LP20347. 


LeuGelk oy LAC. 
2. Titles, serials-l. 





CISCO KID. Ziv Television Programs. 
27 min. each unless otherwise indi- 
cated, sd., b&w, 16 mm. © Ziv Tele- 
vision Programs, Inc. 


No. 
1026A-23B. Uncle disinherits niece. 


© 135Feb51 (in notice: 1950); 
LP19177. 


1. Ziv Television Programs, Inc. (X) 


2. Titles, serials-l. 





CISCO KID. Cc. P., Ine. Approx. 26 min. 
each, sd., b&w, 16 mm. ©C. P., Inc. 
Arroyo millionaire's castle. 

© 130ct55; LP20348. 


Dies fey Ines . (X) 
2. Titles, serials-1. 





CISCO KID. Cc. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. O©C. P., Inc. 
Witness. © 200ct55; LP20349. 


poem, Ps, Inc. (X) 
2. Titles, serialis-l. 





CISCO KID. cC. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
Choctaw justice. © 270ct55; LP2o0472. 


poem P., Ine. . (XxX) 
2. Titles, serials-l. 





CISCO KID. cC.P., Ine. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
Wilbur Peacock. © 3Nov55; LP20473. 


ea F., Inc. (xX) ye 
2. Titles, serials-1l. 11-%6 





GISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
Cisco Kid, New York's finest. 

© 3Nov55; LP20474. 


1 C. Pes Inc. (x) 
2. Titles, serials-l. 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
Young blood. © 10Nov55; LP20475. 


we: Pe, ine. (XxX) 
2. Titles, serials-l. 





CISCO KID. Cc. P., Inc. Approx. 26 min. 
each, sd., eae “16 mm. ©C. P., Ine. 
School marm. © 17Nov55; LP20476. 


meee P.5 Inc. (X) 
2. Titles, serials-l. 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
Bounty men. © 24Nov55; LP20477. 


oe. F., Inc. (xX) y- 30 
2. Titles, serials-l. 11-16 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Ine. 
Quick on the trigger. © 1Dec55; 

LP20478. 


oes Ine, (xX) 
2. Titles, serials-l. 





Gaseo mip, CC. P., Ine. Approx: 26 min: 
each, sd., b&w, 16 mm. OC. P., Inc. 
Gold, death & dynamite. © 8Dec55; 

LP20479. 


Sean. P., Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Cc. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
Jumping beams. © 15Dec55; LP20480. 


fe. ©., Ine. (xX) 1p 
2. Titles, serials-l. 11-46 





Grsco mrp. C.{/P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. ©. P., Inc. 
Ambush. © 22Dec55; LP20481. 


Soe... Ime; (xX) -# 
2. Titles, serials-1l. 11-46 





CISCO KID. cC. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
Six gun cupids. © 29Dec55; LP20482. 


eer. Ine; (xX) y- 
2. Titles, serials-l. 11476 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
Strangers. © 5Jan56 (in notice: 

1955); LP20483. 


Poe. P., Ine. (xX) a 
2. Titles, serials-l. 114 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
The joker. © 12Jan56 (in notice: 

aps LP20484. 


Beoue. P., Ine. (X) 
2. Titles, serials-1l. 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. ©C. P., Ine. 
Man with the reputation. © 19Jan56 
~ (in notice: 1955); LP20629. 


iowerk., inc. (X) 
2. Titles, serials-l. 





CISCO KID. cC. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. ©C. P., Ine. 
The epidemic. © 26Jan56 (in notice: 

1955); LP20630. 


Boe. Big-ime. (xX) 
2. Titles, serials-l. 





CISCO KID. cC. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. © C. P., Inc. 
Mr. X. © 2Feb56 (in notice: 1955); 

LP20631. 


a. 2., Inc. (X) 
2. Titles, serials-l. 





CISCO KID. Cc. P. . Approx. 26 min. 
each, sd. © Cc. P., Ine. 
Roundup. c.) 9Feb56 (in notice: 1955); 
— LP20632. 


cae, wag Ine. -(X) 


2. Titles, serials-l. 





CISCO KID. cC.P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. O©C. P., Inc. 
He couldn't quit. © 16Feb56 (in no- 
~ tice: 1955); LP20633. 


Poo. Pay Inc. (X) 
2. Titles, serials-l. g- 
12-5 





Cageo mip. C..P., Ineo. Aporexy 26 min. 
each, sd., b&w, "16 mn. . Fs) Gee 
Kilts & sombreros. © aspese (in no- 
— ‘tice: 1955); LP20634. 


Pos Py,-dme. (x) 


2. Titles, serials-l. 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. ©C, P., Ine. 
West of the law. © 1Mar56 (in notice: 
™ 1955); LP20635. 


Pear ss. nc, (XxX) 
2. Titles, serials-l. 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. OC. P., Inc. 
Dangerous shoemaker. © 8Mar56 (in no- 
“tice: 1955); LP20636. 


Borers, ame. (X) 
2. Titles, serials-l. g- 
12-5 





CISCO KID. C. P., Inc. Approx. 26 min. 
each, sd., b&w, 16 mm. ©C. P., Ine. 
The magician of Jamesville. 

© 15Mar56 (in notice: 1955); 
LP20637. 


meer s, me, {xX) 
2. Titles, serials-l. 





\ 


GCisGO KID. C.P., Inc. heocuee 26 min. 
each, sd., b&w, 16 mm. © OC. P., Ine. 
Tangled trails. © 22Mar56 (in notice: 
= 1955); LP20638. 


BeeGi ra, Inc. ~(X) 
2. Titles, serials-l. g- 
12-5 





THE CISCO Kid. SEE . 
The Daring Cabaliero. LpP2),80. 





THE CISCO Kid. SEE 
The Gay Amigo. LP2;8h. 





THE CISCO Kid. See 
Riding the California Trail. LP 813. 





THE CISCO Kid. SEE 
Valiant Hombre. LP21:79. 





CISCO KID. KK85015. SEE Specialty 


Advertising Service, inc. 





THE CISCO KID. KK82200. SEE Tri- 
State Advertising Company, ince 





THE CISCO KID. 


Titles in this series are by James McCracken. 
(¢)Frederic W. Ziv co., Cincinnati. 





THE CISCO Kid and Diablo's enemy.. D unp. 
11032. See The Cisco Kid, no. 266A. 





THE CISCO Kid end his double. D unp. 108);7. 
See The Cisco Kid, no. 252A. 





CISCO KID AND PANCHO JIG SAW PUZZLE. 
SEE Specialty Advertising Service, 
inc. Tip-Top Cisco Kid and Pancho 
jig saw puzzle, 





THE CISCO Kid and Pencho's gun wounds D unp. 
10841. See The Ciseo Kid, no. 264. 





The Cisco Kid and the air-tight room. 


See 


The Cisco Kid, 1614. 





THE CISCO Kid and the Amsing captures D wp. 8063. 
See The Cisco Kid, nos 16GA. 





THE CISCO Kid and the ambitious gunemane See 


The Cisco Kid, 196A. 





THE CISCO Kid and the Anson gangs D ump. 8071. 
See The Cisco Kid, nos 174As 





The Cisco Kid and the bad man who was good. 


See 


The Cisco Kid, 1484. 





THE CISCO Kid and the bandits*+treasure. See 
The Cisco Kid, 200A. 





THE CISCO Kid and the bank fire. PD unp. 
10620. See The Cisco Kid, Felepe 24lks 





THE CISCO Kid and the bank panic. D wnps 8066, 
See The Cisco Kid, nose 169A. 





THE CISCO Kid and the black masked bandite Sce 
The Cisco Kid, 197A. 





THE CISCO Kid and the blameless brother. 
Dunp. 1042. See The Cisco Kid, no. 218A. 





The Cisco Kid and the cactus plant. 


See 


The Cisco Kid, 1534, 





THE CISCO Kid end the castle gold. D unp. 
10840. See The Cisco Kid, no. 254, 





THE CISCO Kid and the cattle drive. 
The Cisco Kid, noe 212A. D ump. "10300. 





The Cisco Kid amd the chain gang. 
See 


The Cisco Kid, 158A. 





THE CISCO Kid and the claim Sebi 
The Cisco Kid, nose 207A. D unpe Lose 








THE CISCO Kid end the clumsy draw. D wnps 9065, 
See The Cisco Kid, nos 172A. 





THE CISCO Kid and the cobras. D wpe 8067. 
See The Cisco Kidy no. 170A. 





THE CISCO Kid and the convict's revenge. See The 
Cisco Kid, 191A. 





THE CISCO Kid and the copper mine payroll. 
D ump. 104253. See The Cisco Kid, no. 217A. 





THE CISCO Kid andthe crooked deal. 
D unp. 10/\26. See The Cisco Kid, no. 219A. 





THE CISCO Kid and the deathbed operation. 
D unpe 10621, See The Cisco KiGg noe 232A. 





THE CISCO Ad and the den of thieves, D wnpe 8065.5 
See The 48¢0 Kids nose 168A. 





THE CISCO Kid and the desert treasure. 
D unp. 10429. See The Sisco Kid, no. 2244, 





THE CISCO Kid end the desperste young lover. 
D unp.-10623.. See The Cisco Kid, noe. 234. 





THE CISCO Kid and the diamond murders. D 
ump. 11025. See The Cisco Kid, no. 257A. 





THE CISCO Kid and the doomed towne. D unp. 
10845. See The Cisco Kid, no. 250A. 





THE CISCO Kic and the double steal. See The 
Cisco Kid, 104A. cae 





THE CISCO Kid and the double swindle. See The 
Cisco Kid, 189Ac 





THE CISCO Kid and the double teke. D 
unp. 10723. See The Cisco Kid, nos 
QuhAs: 


+ 





THE CISCO KEI@ and the a ted dams 
The Cisco Kid, nose 208Ae D ump. 1 





THE CISCO Kid and the Conall tunnel. 
Dunp, 10715. See The Cisco Kid, nos 
230A6 





THE CISCO Kid and the earthquake. Pp unp. 
10428. See The Cisco Kid, no. 222A. 





THE CISCO Kid and the fake stamping mille See 
The Cisco Kid, 195A. 





THE CISCO Kid and the fearless editor. See The 
Cisco Kids 190A. 





The Cisco Kid and the fighter's ruse. 


See 


The Cisco Kid, 149A. 





THE CISCO Kid and the fighting gient. 
Dunne 10719. See The Cisco Kid, now 
PB0AS, 





The Cisco Kid and the friend who couldn't 
fail. 


See 


The Cisco Kid, 159A. 





THE CISCO Kid end the frightened murderer. 
Dunp. 11031. See The Cisco Kid, no. 267A. 





THE CISCO Kid and the gembler's deal. OD ump. 
11028. See The Cisco Kid, no. 268A. 





THE CISCO Kid and the gambler's error. D 
ump. 11029. See The Cisco Kid, no. 263). 





The Cisco Kid and the girl who walked away. 
See 


The Cisco Kid, 166A. 





THE CISCO Kid and the gold map. UND. 
10716. See The Cisco Kid, Nos 237k: 


# 





THE CISCO Kid and the gold mine stock. D 
unp. 11026. See The Cisco Kid, no. 259A. 





THE CISCO Kid and the good-luck piece. See 
The Cisco Kid, 198A. ah 





— 
he 


THE CISCO Kid and the grest eye. FF unpe 
10718. ‘See Tne Cisco Kid, noe 2394. 





THE CISCO Kid and the gun runners. D unp. 
11033. See The Cisco Kid, no. 265A. 





THE CISCO Kid and the hawke D ump. 10722 
See The Cisco Kid, no. 2/34. 





THE CISCO Kid and the helpful mershell. D 
unp. 11037. See The Cisco Kid, no. 260A. 





The Cisco Kid and the highway robber. 


See 


The Cisco Kid, 160A. 





THE CISCO Kid and the homesteaders. See The 
Cisco Kid, 188A. 





THE CISCO Kid and the horse stampede.” See 
The Cisco Kid, nose 21)A. D ump. 10502. 





THE CISCO Kid and the horse thieves. D UND. 
11036. See The Cisco Kid, no. 261A. 





The Cisco Kid and the innocent miller. 


See 


The Cisco Kid, 1544. 





THE CISCO Kid end the innocent nephew. 
D ar 10720. See The Cisco Kid, Noe 





THE CISCO Kid and the innocent rancher. 
D unp. 10427. See The Cis€éo Kid, no. 2214. 





THE CISCO Kid and the jail-break. D unp. 
11027. See The Cisco Kid, no. 255A. 





THE CISCO Kid and the jewel plant. See The 
Cisco Kid, 204A. 





THE CISCO Kid and the imife murder mystery. See 
The Cisco Kid, 202A, 





THE CISCO Kid and the landslide. D unp. 
10430. See The Cisco Kid, no. 22a. 





THE @Z5CO Kid end the loco weed. D unp. 
1102, See The Cisco Kid, no. 256A, 





THE CISCO Kid and the man from Bostone 
See The Cisco Kid, nos 211A. D umpe 10299 





The Cisco Kid and the man who knew too much. 


See 


The Cisco Kid, 1514. 





The Cisco Kid and the man who laughed too soon 
See 


The Cisco Kid, 152A, 





The Cisco Kid and the man who lived too 
long. 


See 


The Cisco Kid, 1624, 





The Cisco Kid and the man who made tracks. 


See 


The Cisco Kid, 156A. 





The Cisco Kid and the man who missed a bet. 


See 


The Cisco Kid, 1554. 





THE CISCO Kid and the man who needed lessons. 
D wunpse 8070e See Tho Cisco Kid, no» 175A. 





See The Cisco Kids mos 164A. 
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The Cisco Kid and the man who wouldn't tell. 
See 


The Cisco Kid, 1474. 





The Cisco Kid and the man with the lightning 
draw. 


See 


The Cisco Kid, 157A. 





= a og Mag eee — with -~ gaa 
Se ee co Kid, nos 
D unpe 10298. 





THE CISCO Kid and the midnight deadline. See 
The Cisco Kid, 199A-. 





THE CISCO Kid and the missing deed. D unp. 
10422. See The Cisco Kid, no. 216A. 





THE CISCO Kid end the murder in the bank. 
oF 0508 Cisco Kid, nos 215As D um pe 
- - 





THE CISCO Kid and the murdered rancher, 
Dumps 10616. See The Cisco Kid, no. 2276 





THE CISCO Kid and the oily pond. PD unpe. 
10619. See The Cisco Kid, nos 230A. 





THE CISCO Kid and the outlaw sheriff. UD unp. 
106\j2. See The Cisco Kid, no. 27h. 





THE CISCO Kid and the outlew's trail. 
D Une 10721. See The Cisco Kid, noe 
2 ’ 





THE CISCO Kid and the phantom ridere See The 
Cisco Kid, 192A. 





The Cisco Kid and the prophet rock. 


See 


The Cisco Kid, 150A. 





THE CISCO Kid end the quick death pass. D 
ump. 10641. See The Ciseo Kid, no. 294. 





THE CISCO Kid and the race day. Sco 
The Cisco Kid, nos 205A- D umpe 10295. 





THE CISCO Kid and the reilroec .fight. D unp. 
10846. See The Cisco Kid, no. 2514. 





. THE CISCO Kid and the railroad hoaxe See The 
The Cisco Kid, 193A. 





THE CISCO Kid and the rancher's faith. D 
unpe 10618. See The Cisco Kid, noe 229A. 





THE CISCO Kid end the range ware D ump. 108)8 
See The Cisco Kid, no. 253A. 





THE CISCO Kid and the reluctent benker. D 
ump. 1103). See The Cisco Kid, no. 264A. 





THE CISCO Kid end the runaway train ride. 
D ump. 10622. See The Cisco Kid, nos 233A. 





THE CISS9 Kia and the rustling rencher. D 
unp. 11035. See The Cisco Kid, no. 262A. 





THE CISCO Kid end the sheriff's error, sf 
25°a,. 


unp. 11038. See The Cisco Kid, no. 





THE CISCO Kid and the sheriff's jobe See The 
Cisco Kid, 205A 6 





THE CISCO Kid and the sheriffts whiskers. 
See The Cisco Kid, noe 2064s D unpe 
T029|6 
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THE CISCO Kid and the stage line double- 
cross. D unp. 1062);. See The Cisco Kid, 
Ne 225A0 : 





THE CISCO Kid end the steam engine smoke. 
Dunp. 10849. See The Giseo Kid, no. 25hA,. 





THE CISCO Kid end the stolen eailvess. D unp. 
106254 See The Cisco Kid, nos 226A. 





THE CISCO Kid and the stolen diamonds. See 
The Cisco Kid, noe 209Ae D wips 10297. 





The Cisco Kid and the stolen sheep. 


See 


The Cisco Kid, 163A. 





THE CISCO Kid and the storm. see The 
Gisco Kid, nos 213Ae D un pe 10301, 





2 


THE CISCO EG and the swindled neir. 
D — 107i7- See The Cisco Kid, noe. 
238A. = 





THE CISCO Kid end the swindling miners. D 
unp. 108),3. See The Cisco Kid, no. 28a. 





THE CISCO Kid and the watermark neme. D unp. 
11030. See The Cisco Kid, no. 269A, 





THE CISCO Kid and the wax bandidos. See The 
Cisco Kid, 201A. 





THE CISCO Kid and the yellow feathers. D wnp. 
8064. See The Cisco Kid, nos 167A. 





CISCO KID COLLECTOR'S ALBUM FOR COUNTY 
FAIR BREAD PICTURES. SEE Specialty 
Advertising Service, inc. 





Cisco Kid coloring book. SEE 
Saalfield Pub. Co. 





CISCO KID COLORING BOOK. A92909-= 
92910. SEE saalfield Publishing 
Company. 





THE CISCO Kid comes back fpom the grave. 
Dump. 10425. See The Cisco Kid, no. 219A 





CISCO Kid crayon corral. KK71723. 
SEE Saalfield Publishing Company. 





THE CISCO Kia double-crosses the rustler. See 
The Cisco Kid, 187A. 





THE CISCO Kid joins the outlaw gang. D unp. 
10617. See The Cisco Kid, no. 228A. 





THE CISCO Kid mests his metch. D unp. 
10714. See The Cisco Kid, no. 235A. 





CISCO Kid Pictures, inc. SEE 
Cisco Kid (Television program) 


& MAY — 8 1954 





GISco KID PRODtCTS, Inc. Cp» 
The Cisco Kid and the silent kh dler. 
1 vey Llluss. (The Cisco Kid conics, 
noe 3) © 27FPeb5i; AA177858. 





CISCO KID PRODUCTS, INC, 
The Cisco kid comics. 
{A Dell comic, no. 
AA159986, 





CLSCO KID PRODUCTS, INC. Op 
The Glisco Kid comica. iv 


iliue . 


(A Dell comic, nos 2) © 28rov503 
AALTLEOL. 





CISCO KID PRODUCTS, INC. 
See 


The Cisco Kid. 


Library of Congress 
Copyright Office 





Les ciseaux d’argent. 


Orieux, Jean, 1907- 
Les ciseaux d’argent, roman. Paris, Flammarion ,1947, 


281 p. 19cm. (His Les Trois-Piliers, 2) 


1. Title. 
PQ2629.R35C5 843.91 48-13705* 
© Ernest Flammarion; 18Aug47; AF4824. 


Library of Congress oo a) 





Cisek, James Francis. 


THERE'S NO ONE ELSE BUT YOU Ow & m 
Chester Arthur Krajewski & James 
Francis Cisek 9Nov49 EU184354 





Cisi, Nella, 1895- 
Scotch and soda; words by N. Cisi. 


Cisi, San Francisco; 





CISIN, HARRY GEORGE. 
The ABC of color TV. 25 p 
© Harry G. Cisin; ésep5h; A157723. 


Library of Congress & 
Copyright Office 





CISIN, HARRY GEORGE. 
Home TV trouble tracer; find it and fix it 
yourself. [Brooklyn, 1953] 46p. illus. 
© Harry G. Cisin; 9Jan53; A75692. 


Library of Congress 
Copyright Office 





CISIN, HARRY GEORGE, 

New 1955 TV doctor; comprehensive 
‘repair guide. [Pub. in 1951 
under title: The television 
doctor] 37 p. © Harry G. Cisin; 
24sep54; A157672. 


Library of Congress @ 
Copyright Office 





CISIN, HARRY GEORGE. 
Wew TV trouble tracer. Vol. 2% 
{Brookliyn, 1953] TS Pe illus. 
Appl, states prev. pub. as Home 
Ty trouble tracer. © on 


additions; Harry Gs Cisin; 
28apr533 A92671. 





CISIN, HARRY GEORGE Oe 
Rapid TV Brouble shooting _— 
et Pe © l6dan5lg Aat73037 





CISIN, HARRY GEORGE, 

TV consultant, the TV serviceman's 
silent partner; rapid trouble shooting 
and alignment, [First pub, in 1951 
under title: Rapid TV trouble shooting 
method] [Brooklyn, 1952] 69 p, 
illus, © on revisions & new matter; 
Harry G, Cisin; 2Sep52; A69861. 


Library of Congress 
Copyright Office 





CISIN, HARRY GEORGE ©. 
TY terms simply explained; ineluding 
TY trouble shooting picture guide. 
23 pe, illuse © 8NovS1; AA199987~ 





CTSIN, HARRY GEORGE. 

Ty tube locator; a new speed TV 
gf bon fh ont system. (Brooklyn, 
1953} 25 pe illivuss © Harry 
Ge Gisings 15May533; A926726 





CISIN, HARRY GEORGE, 

The television doctor: first aid for TV set 
owners! [Brooklyn?] c1951. 50 p. 
illus. © Harry G. Cisin; 21Sep51; 
A59968. 


Library of Congress eS 
Copyright Office 





CISIN, HARRY GEORGE. 

Trouble shooting pix guide combined 
with TV terms explained. 2h p. 
Appl. states prev. pub. as PV 
terms simply explained. © on 
revisions ® additions; Harry G. 
Cising lisep53; alli122s. 





CISNA, CHARLES G. 

Paradise Island, a novel of romance and 
adventure. New York, Exposition Press 
[1952] 323 p. © Charles G. Cisna; 
11Apr52; A65955. 


Library of Congress 
Copyright Office 





Cisneros, José, arr. 
Chacon, Martin duam Alfredo. 


Christen ¢ub: fight. 





Cisneros, José, illus. 


MARCO DA NIZZA, Padre. 

The journey of Fray Marcos de Niza, by 
Cleve Hallenbeck; illus, and decorations 
by José Cisneros. [Translation of 
Relacién] Dallas, University Press. 
115 p. © Juanita Hallenbeck; 12Dec49; 
A39421, 


I. Hallenbeck, Cleve, ed. and tr, 
II. Cisneros, José, illus, 
Ill. Halle nbeck, Juanita, 


FEB 10 1950 
Library of Congress 
Copyright Office oe mds / r 





Cisneros, Jose, illus. 


FUGATE, FRANCIS, 

The Spanish heritage of the Southwest. 
Drawings by Jose Cisneros, El Paso, 
Tex., 1952, [33] p. illus. © Carl 
Hertzog; 12Dec52; A73497. 


I, Cisneros, Jose, illus. 
Il, Hertzog, Carl. 


Library of Congress 
Copyright Office 





Cisneros, José De La C. 


Again; wim Me J. A. Chacédn, arr José 
De La C. Cisneros. © Martin Juan 
Alfredo Chacén, Laredo, Tex.; lAprli7; 
E£U69522. 





Cisneros, Lonney. 


LITTLE LADY; w & m Frank Leon Mullens, 
Harriet Anderson Mullens & Lonney 
Cisneros © Frank Leon Mullens & 
Harriet Anderson Mullens 24May54 


EU359082 


Library of Congress @ 


Copyright Office 





CISNEROS, PEDRO FIGUEREDO, SEE 
Figueredo Cisneros, Pedro, 1819-1870. 


EF0-27780 


Library of Congress @ 





M1356 CISNEROS ALMANSA, INDALECIO, 1913- 

sc Celos de la luna; boléro [by] I. Cisneros 
[words] de Manher [pseud.] [Piano-con- 
ductor score (orchestra, with words) and 
parts] © Ediciones Hersant, Madrid; 
2Dec51; EF 0-12299, 


I, Title, [Il, Herrero de Cabo, Manuel, 
1901- ] 


Library of Congress : 
Copyright Office @ MAR 27 1982 





CISSEL, JAMES HARLAN. 

Stress analysis and design of ele- 
mentary structures. 2d ed. 
New York, J. Wiley. 119 p, 
illus. © James H. Cissel; 
6Feb48; A21082. 


Library of Congress ay 
Copyright Office 





CESEL, BR. HUMPHREY. 

Street map of Reckvilie, perry ee County, 
Mazyland, showing residential, commerce 
& industrial areas. Jan, 1946. OR. Hamph- 
gma 30Dec47 fin notice: 1848); 





CISSEL, RICHARD HUMPHREY. 

*Street map of Rockville, Montgomery 
County, Maryland. Rev. May 1950. 
map 41x53cm. Scaleca. 1:12, 800. 
© Richard Humphrey Cissel, Rockville; 
18Jun50; F7906, 


. ROCKVILLE, Md. 


Library of Congress 
Copyright Office 





CISSEL, RICHARD HUMPHREY. 

*Street map of Rockville; Montgomery 
County, Maryland county seat. Rev. 
May 1952. [Rockville] c1952. map 38x 
50cm. Scale ca, 1:14,200. Indexed. 
© Richard Humphrey Cissel; 1May52; 
F13417, 


1, ROCKVILLE, Ma. 


Library of Congress € 
Copyright Office 





CISSEL, RICHARD HUMPHREY. 
Street map of Rockville, Montgomery 
County, Maryland, county seat. 3rd 
revision, Feb. 1954. Scale ca. 1:14,500. 


© Richard Humphrey Cissel; 11Mar54; 
F17702. 


1. Rockville, Md. 


Library of Congress ihe 





Cissell, Helen, joint author. 


CISSELL, ROBERT. 
Stretching the family income, by 
Robert and Helen Cissell. -253 p. 
-© Joseph F. Wagner, inc.; 
150ct53; A123287. 


I. Cissell, Helen, joint author. 
II. Wagner (Joseph F.) inc. 


Library of Congress @ 1/e 


Copyright Office 





CISSELL, ROBERT. 
Stretching the family income, by 
Robert and Helen Cissell. -253 p. 
-© Joseph F. Wagner, inc.; 
150ct53; A123287. 


I. Cissell, Helen, joint author. 
II. Wagner (Joseph F.) inc. 


Library of Congress & 1/L 


Copyright Office 





Cissna, Raymond H. 


ROCKY MOUNTAIN ROSE © w Clinton G. 
Sabin m Raymond H. Cissna arr 
Lawrence A. Weber 20Dec48 EU151600 


Library of Congress 
Copyright Office 





CISSNA, WILLIAM EVERETT. 
The Great Physician, Pentecostal 
Pube Co. S8 ps © William 
Everett Cissnas 25Aug5l3 A1l52629. 





Cissy & Bob; w M, Reddie, m ee: 
© Milton Reddie & Eubio Blak 
Brooklyn; 27Febl.7; EUGL681. 





CISSY'S IN THE BARN w & m Charlie 
Shavers © Embassy Music Corp.. 
26Jank8 £U113987 


Library of Congress 
Copyright Office 





Ciste, jitro. 


M1614 Foerster, Josef Bohuslav, 13859- 


oF72 
ch 
194.6 


“isté jitro; tri zpévy pro sélovy hlas 
a orchestr. (Op. 107] Na slova Otakara 
B¥eziny, Antonina Sovy a F. X. Salda. 
Praha, Hudebni matice Umélecké besedy. 

© 1pech4; lc 9Decl6; publisher; EF615. 

For voice and piano. 

I. Brezina, Otakar, d. 1929, lyricist. 
II. Sova, Antonin, 1864-1920, lyricist. 


III. Salda, F. X., 1867-1937, lyricist. 
aN we Title. 


Library of Congress eS 
Copyright Office : Revised 





Cistercian abbey, claimant. 

Saints of the canon of the mass. [North 
Providence, Re I., Printed by Mission press, 
©1946 ] 


folder, illus. LG: = oF CMe 


Application author: John F, Malloy. 


C/ 3-21-46; 2 o 5-7-46, 1 c 3-24-46; Valley 
FalIs, R. Ie; AA 8960. 


& AFP 4-18-46 





CISTERCIAN FATHERS, MONASTERY OF OUR 
LADY OF SPRING BANK. SEE Okauchee, 
Wis. Our Lady of Spring Bank 
(Cistercian monastery) 





Cistercian settlements in Wales . 


O'SULLIVAN, JEREMIAH FRANCIS, 
Cistercian settlements in Wales 
and Monmouthshire, 110-150. 
137 pe illus. (Fordham Univer- 
sity studies, History series, no, 
2) © The Declan X. McMullen Co. 5 
inc., New York; 29Decl,7; A21886, 


I. McMullen (D. X.) Co., inc. 


Library of Congress . 


Copyright Office 





Gistereians of the Strict Observance. 
SEE New Melleray, Iowa. (Trappist 
Abbey ) 





CISTERCIANS OF THE STRICT OBSERVANCE 
IN MASSACHUSETTS, INCGe, MOUNT SAINT 
MARY'S ABBEY, WRENTHAM, MASS. 
Wrentham, Mass, Mount Saint Mary 
(Cistercian Abbey) 





Les cisterciens et le renouveau des 
technique. 
Armand, Anna Marie, 1896- 
Les cisterciens et le renouveau des techniques. Paris, 
Jouve, 1947. 


3lp. 25cm. 


1, Architecture, Cistercian. 2. Bernard de Clairvaux, Saint, 1901?- 
1153. 3. Art, Medieval. 


NA4820.A7 726.7712 48-12015* 
© Anna-Marie Armand, Le Perreux (Seine) France; 


30Dec44; AF4242, ; 


Library of Congress 


(2) 





THE CISTERNe pv3l,055. SEE Plaza, Jose. 





The cistern and the fountain. 


MATHESON, JEAN. 
The cistern and the fountain. London, 
Collins. 256 p. © Charles Scribner's 
Sons; 7Feb51; 1c 1Mar51; AI-3093. 


I, Scribner's (Charles) Sons. 


APR ~ 2 1953 
jb/r 


Library of Congress é 
Copyright Office 





The cistern and the fountain. 


MATHESON, JEAN. 
The cistern and the fountain, 256 p. 
© Charles Scribner's Sons, New York; 
A58032. Appl. states prev. pub. abroad 
7Feb51, AI-3093. 


I, Scribner's (Charles) Sons. 
SEP 1» 
vp/r 


19% 
‘ 


Library of Congress ie 
Copyright Office 





CISTERNAS, MARINA. See 
Cisternas, Marta Marina, 1907- 


& FEB 14 1959 





CISTERNAS, MARINA. SEE 
Larsen, Marta Marina Cisternas, 1912- 


EU293170 





Cisternas, Marta Marina. 


AGUITA CLARA; m & © Marta Marina Cister 
nas 270ct49 EU192598 





Cisternas, Marta Marina. 


Tales of Chile; M. M. Cisternas,. 
© [Marta] Marina Cisternas, Holly- 
wood, Calif.; 17Febl.7; EU66li55. 


Library of Congress 
Copyright Office 





Cita, RF. 


MY MEMORIES OF YOU; w&mR. Cita © 
NuWay Music Pub. Co. 16Apr54 EU356095 


Library of Congress @ 
Copyright Office 





Cita, Raoul Julius. 


FOREVER MINE; w, m & © Raoul Julius Cita 
19Ju154 EU364707 


Library of Congress & 


Copyright Office 





Cita a las seis. 


M1683 SALAS, ADOLFO. 

a Cita a las seis; bolero, letra y misica de 

5 Adolfo Salas. © Editorial Mexicana de 
Masica Internacional, s.a., México; 
29Dec50; EFO-6051. 


I. Title. 


Library of Congress 
Copyright Office 





CITA A LAS SIETE; w, m & © Telesforo 
Mendez Jr. 16Aug54 EU367753 


Library of Congress e 


Copyright Office 





Cita de amor. 


M1688 ROBLES, MARSILIO. 

A72R Cita de amor; vals, letra y musica de 
Marsilio Robles. $3.- © Editorial 
Argentina de Musica Internacional, s.r.l., 
Buenos Aires; 11Dec53; EF0-25743, 


A. Seitle. 


Library of Congress Ps 





Cita de amor en el batey. 


Mi688 DIAZ AREVALO, J 

.A72D Una cita de amor en el batey; beguine, 
letra y mtisica de Marfil y J. Diaz 
Arevalo, $2. © Editorial Argentina de 
Musica Internacional s.r.l., Buenos 
19Dec51; EF18507. 


I, Marfil. II, Title. 


art, 


Library of Congress 
Copyright Office 





Cita en New York. 


M1658 SANCHEZ, MAXIMILIANO 

05 Cite en New York; bolero, letra y 

.N6S misica de Maximiliano SAnchez. © 
Peer International'Uorp., New York; 


22Dech7; EP213hs. 


I. Title. 


Library of Congress oy xM1680.2 
Copyright Office 





CITA ESCONDIDA; cancion bolero, letra 
y musica de Miguel Angel Valladares, 
orquestacion de Daniel Zarabozo. 
Instrumentacion para contralto o bajo. 
Mexico, D.F., Promotora Hispano Ameri- 
cana de Musica. Condensed score 


(3 p.), piano-conductor score (3 p.) 
& parts. © Promotora Hispano Ameri- 
cana de Musica, S.A.3; 10Ju151; 
EF29274. . 


1. Angel Valladares, Miguel. 
2. Promotora Hispano oe de Musica, S.A. 


v 1964 reg. --vs- 





Citadel. 


M1204 BENNETT, DAVID. 

wa Citadel; overture [by] David Bennett. 
(A Carl Fischer band edition, J480) 
[Condensed score and parts] $9 
© Carl Fischer, inc., New York; 
20Jun50; EP47983. 


I, Title. 


Library of Congress 
Copyright Office 





The citadel. 


CRONIN, ARCHIBALD JOSEPH. 

The citadel. A school ed. by Frederick 
Houk Law. New York[1953] 552 p. 
illus. © onillus. & editorial matter; 
Globe Book Co., inc.; 28Jan53; A78749. 


I, Law, Frederick Houk, ed, 
Il. Globe Book Company, inc. 


Library of Congress & 
Copyright Office 





Citadel. 


CIUDADELA. Citadel; English w, m & © 
Margaret Carolyn Chambers 1Feb54 
EUZ45844 


Library of Congress 
Copyright Office 





Citadel dress shirts with 8 point control. 
AA41876~ see Martin printing companye 





THE CITADEL, THE MILITARY COLLEGE OF 
SOUTH CAROLINA, Charleston. 
Laboratory experiments in general 

chemistry, by the staff of the 
Department of Chemistry, The 
Citadel. i1v., illus. © The 
Dept. of Chemistry, The Citadel; 
20Sep)\8; Aa96),86.' 





THE CITADEL of jusiness for creative 
management. AA22)\239. SEE McDonald, 
Frederick Honour. 





The citadel of the Lakes. 


ORR, MYRON DAVID. 
The citadel of the Lakes. New York, Dodd, 
. Mead [1952] 287 p. illus. © Myron 
David Orr; 16Jan52; A63098. 


Li:rary of Congress & 
Copyright Office 





The citadel of thrift. (R) SEE 
Yorke, Dane, 





CITADEL OVERTURE, for band, by David 
Bennett © Carl Fischer, inc, 20Jun50 
E47984, Notice 11Mar53 v21 p546 


Library of Congress 
Copyright Office 





Citadel Press. 


GORKITI, MAKSIM. 

Autobiography of Maxim Gorky: My child- 
hood, In the world, My universities. Tr. 
by Isidor Schneider. [1st wg 616 p. 
© Citadel Press, New York; 12Dec49; 
A38985. 


I, Schneider, Isidor, tr. 
Il, Citadel Press. 


Library of Congress S br/ mn 


Copyright Office 





Citadel press 


Baudelaire, Charles Pierre, 1821-1867. 


Baudelaire, Rimbaud, Verlaine; selected verse and prose 
poems. Edited, with an introduction, by Joseph M. Bernstein. 
New York, The Citadel press (1947; 

x, 820 p. 22™. 

“Selected bibliography”: p. 319-320. 

1. French poetry—tTranslations into English. 2, English poetry— 
Translations from French. 1. Rimbaud, Jean Nicolas Arthur, 1854- 


1891. wu. Verlaine, Paul Marie, 1844-1896. mr. Bernstein, Joseph Milton, 
1908- ed. 


PQ1170.E6B4 841.8082 47-4034 
© 12May 47; publisher; A12769. 


Library of Congress & (8) 





Citadel press 


Bierce, Ambrose, 1842-1914? 
The collected writings of Ambrose Bierce, with an introduc- 
tion by Clifton Fadiman. New York, The Citadel press ,1946, 
2 p. 1, vii—-xix, 810 p. 2137. 


ConTENTS.—Ambrose Bierce: portrait of a misanthrope, by Clifton 
Fadiman.—In the midst of life, tales of soldiers and civilians.—The 
devil’s dictionary.—Can such things be?—Fantastic fables—The monk 
and the hangman’s daughter.—Negligible tales.—The parenticide club. 


© 9Dech6; 2c 11Dech6; publisher; A1115). 
1. Fadiman, Clifton, 1904- 


(Full name: Ambrose Gwinnett Bierce; 


PS1097.A1 1946 818.4 47-30068 


Library of Congress & (20; 
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SCHAPPES, MORRIS URMAN, ed. 

A documentary history of the Jews in the 
United States, 1654-1875; edited with 
notes and introductions by Morris U. 
Schappes. Pref, by Joshua Bloch, 

762 p. © The Citadel Press, New York; 
27Nov50; A49976, 


ie Citadel Press. 


JAN 11 1951 


Library of Congress & awm/r 
Copyright Office 





Citadel press. 


Kinnaird, Clark, 1901- ed. 
Encyclopedia of puzzles and pastimes, edited by Clark Kin- 
naird. New York, N. Y., The Citadel press ,1946, 


431 p. illus, (incl. music) diagrs. 2437, 


“First edition.” 


1. Puzzles. 1. Title. 


(Full name: William Clark Kinnaird). 


GV1493.K5 793.73 47-686 
© 2Dec46; publisher; A9401. 


Library of Congress 





Citadel press, New York, claimant. 


The Indiscreet muse; poems of diverse amatory moods, 
New York, The Citadel press ,1946, 
128p. 20°. 
Compiled by Allan J. Wilson. 
© 7-1-6; 2c 7-3-6; Citadel press, 


New York; A 350k. 


1. English poetry (Collections) 2. Love poetry. 
46-19214 


Library of Congress & PR1184.15 
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Citadel press. 


London, Jack, 1876-1916. 

Jack London, American rebel; a collection of his social 
writings, together with an extensive study of the man and 
his times, ed. by Philip S. Foner. New York, Citadel Press 
(1947, essere 

ix, 5383 p. 22cm. 

Bibliography : p. ,531;-533. 

1. Foner, Philip Sheldon, 1910- ed. 


PS3523.046A12 813.5 47-12379 rev* 
© Citadel Press; 1Dec47 ; A19313. 


Library of Congress & (748k10, 





Citadel Press. 


FINKELSTEIN, SIDNEY WALTER. 

Jazz: a people's music, illus. by 
Jules Halfant. 278 p. illus. 
© The Citadel Press, New York; 
1Nov48; A27081. 


I. Citadel Press. 
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Citadel press. 


Dunn, Robert Joseph, 1908- 


Magic for all, by Bob Dunn, famous artist and magician. 
New York, The Citadel press ,1946, 


5p.1,9-158 p. illus. 2447, 


(c) TAugh6; publishers; A3733. 


1. Conjuring. 1. Title. 
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Citadel Press, 


LEVENSON, SAMUEL. 

Meet the folks, a session of American- 
Jewish humor with Sammy Levenson. 
128 p. © The Citadel Press, New 
York; 12Ju148; on additions; A24623. 


I. Citadel Press. 





Citadel Fress. 


Gor’kii, Maksim, 1868-1936. 
Mother; with an introd. by Howard Fast. ,_A rev. transla- 
tion by Isidor Schneider; New York, Citadel Press ,1947, 


vii, 406 p. 21 cm. 


1. Schneider, Isidor, 1896— tr. uw. Title, 
Real name: Aleksel Maksimovich Peshkov. 


PZ3.G678Mo 10 891.73 47-11296* 
© Citadel Press; 200ct47; A17997. 
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Citadel Press. 


BANNICK, JOHN. 
The origins and nature of ay 4 
by Lewis Montaigne [pseud. ] 185° Pp. 
© The Citadel Press; 50ct53; 
A115253. 


I. Citadel Press. 
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Citadel Press. 


MACK, ROBERT TANDLER, JR. 

Raising the world's standard of 
living; the coordination and 
effectiveness of Point four, 
United Nations Technical Assis= 
tance, and related programs. 


Foreword by Quincy Wright. 285 p. 
© The Citadel Press; 25May53; 
A111313. 

I. Citadel Press. 


Library of Congress © bj/s 





Citadel Press. 


HEINE, HEINRICH, 

The poetry and prose of Heinrich 
Heine, selected and ed. with an 
introd. by Frederic Ewen. The poetry 
tr. by Louis Untermeyer [and others] 
including 110 new translations by 
Aaron Kramer; the prose newly tr. 
by Frederic Ewen. 874 p. illus. ., 
© The Citadel Press, New York; 
INov48; A26949. 

I. Ewen, Frederic, ed. and tr. 

II. Untermeyer, Louis, tr. III. Kramer, 
Aaron, tr. IV. Citadel Press. 


Library of Congress 
Copyright Office vp/rk 





Citadel Press. 


HEARN, LAFCADIO. 

Selected writings. Edited by Henry Good- 
man; with an introd. by Malcolm Cowley. 
566 p. © The Citadel Press, New York; 
14Nov49; A38285. 


I. Goodman, Henry, ed. 
Il, Citadel Press. 


Library of Congress 
Copyright Office Pr 





Citadel Press, New York. — 


MCDONALD, GRACE LOIS. 

Swing shift; a novel by Margaret Graham 
[pseud,] [1st ed.] New York [1951] 
494 p. © The Citadel Press; 26Nov51; 
A63533. 


I, Citadel Press, New York. 


19.1952 
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Schneider, Alice, 1907- ed. 

Tales of many lands, a treasury of fairy tales, folk tales and 
legends, edited by Alice Schneider and illustrated by Erika 
Weihs, with an introduction by Josette Frank .... New York, 
The Citadel press ,1946, 


xvi, 303 p. illus. 22™. 
Bibliographical references included in “Acknowledgments” (p. ,v;-vi) 


1, Fairy stories. I. Title. 
PZ8.S285Tal 47-2668 
© 16Dec46 ; 2c 18Dec46; publisher; A10353. 


Library of Congress < 112) 





Citedel press. 


Mally, Emma Louise, 1908— ed. 


A treasury of animal stories, selected, and with a foreword, 
by E. Louise Mally. New York, The Citadel press ,1946, 


xili p., 11, 624 p. 224%. 
© 27Sepl6; publisher; A5913. 


1. Animals, Legends and stories of. 1. Title. 
46-21574 


Library of Congress & PZ1.M289Tr 
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Citadel Press. 


GIBRAN, KAHLIL. 

A treasury of Kahlil Gibran, edited by 
Martin L. Wolf. Translated from the 
Arabic by Anthony Rizcallah Ferris. 
[Contains the texts of'Secrets of the 
heart//Tears and laughter, and Spirits 


rebellious ‘together with hitherto unpub- 
lished writings by Gibran] 417 p. ©on 
pref.; The Citadel Press, New York; 


21Mar51; A53697, APR 16 1s 


I. Wolf, Martin Leon, ed. Il. Ferris, Anthony 
Rizeallah, tr. III. Ci- 


Library of Congress tadel Press. 
Copyright Office 
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Citadel Press. 


APTON, ADOLPH ABRAHAM. 

Your mind and appearance; a psychological 
approach to plastic surgery. 212 p. 
illus. © The Citadel Press, New York; 
290ct51; A61288. 


I, Citadel Press. 


Library of Congress & 
Copyright Office 





THE CITADEL, The Militery College of 
South Garolina, Charleston. Labora« 
tory experiments in general chemistrye 

AAL36)95s SEE Wideman, Se A» 





THE CITADEL, THE MILITARY COLLEGE OF 
SOUTH CAROLINA, CHARLESTON. 
CHEMISTRY DEPT. 

Laboratory experiments in general 
chemistry. SEE Wideman, S. A. 


r/p Rev. on 





THE CITADEL, THE MILITARY COLLEGE OF 
SOUTH. GAROLINA, CHARLESTON. 
CHEMISTRY DEPT. 

Laboratory manual for general 
chemistry. SEE Steedly, J. We 





CITARELLA, Jean Gabriell-. SEE Gabriell- 
Citerella, Jean. 





Citadelle. 


SAINT-EXUPERY, ANTOINE DE. 
Citadelle. 531 p. © Librairie 
Gallimard, Paris; 15Apr48; AF7646. 


I. Librairie Gallimard. 


Library of Congress we 
Copyright Office 





La citadelle Bauduin. 


PQ2613 
1 26C5 


Gilbert, Oscar Paul, 1898- 
... La citadelle Bauduin, roman. Paris, Plon ,1946; 
3p.1,489p. 183™. 
At head of title: O.-P. Gilbert. 


I. Title. 
PQ2613.1 26C5 47-18515 
© 24Jun46 ; 1c 22Jan47; Librairie Plon; AF2471. 


Library of Congress 





Wilkinson, Marguerite. 





Citadels of chaos. 


VEITH, CORNELIUS CARL. 
Citadels of chaos. Boston, Meador Pub. 
Co. 380 p. © Edward K. Meador; 
6Apr49; A32460. 


I. Meador, Edward K. 


eb/dc 


Library of Congress 
Copyright Office 





Citarella, Paolo. 


acidduzzi i me cummari; w & m Paolo 
Citarella, © Colonial music publishing co., 
inc., New York; 22Mar47; EU68246, 





Citarella, Paolo. 


Donna Vincenza; w & m Paolo Citarella, © 
Colonial music publishing co., inc., New 
York; 22Mar47; EU68244, 





Citarella, Paolo. 


xosa Siciliana; w & m Paolo Citarella, © 
Cclonial music publishing co., inc., 
New York; 22Mar47; EU68245, 





CITATION by Gloria Parker & Barney Young 
© Life Music, inc, Notice 20Feb53 
v21 p417 


Library of Congress 
Copyright Office 
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Citation. 


Frangkiser, Carl, 189)- 

Citation, New York, Pro art publi- 
cations, Full band $3, symphonic band 
$i, condensed score 50¢, pts. 20¢ 

© 18Dech6: 2c 8Dech6; publisher; 
EP1039. 


Fe eTEtL Os 


Music cat. 


Library of Conyress & 
Copyright Office 


CITATION w & m Gloria Parker & ey 


Young © Life Music 23Mar49 EU16156 


Library of Congress 
Copyright Office 





Citation. 


Mi978 YOUNG, BARNEY, 1911- 

S6Y Citation; words and music by Gloria 
Parker and Barney Young. © Life Music, 
inc., New York; 25Oct49; EP42246. 


I, Parker, Gloria, 1924- joint composer. 
II. Title. 


Library of Congress 
Copyright Office ~ 
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Citation Music, inc. 


BON VOYAGE (TO YOUR SHIP OF DREAMS); 
by James McNichol, Phillip Zito, 
Joseph Giordano & Bernard Boyer © 
Citation Music, inc. 1953. Notice 
2Mar54 v23 p691 


Library of Congress & 
Copyright Office 





Citation Music, inc. 


CROWIN' EASTER BUNNY; by Larry Douglas 
& Nelson Glover © Citation Music, inc, 
1953. Notice 23Nov53 v23 p86 


Library of Congress © 


Copyright Office 





Citation Music, inc. 


DO YOU MISS ME (JUST AS I MISS :YOU); 
by Sophie Roy Hunter. & Sherman R. 
Brisco © Citation Music, inc. 
1954. Notice 2Mar54 v23 p689 


Library of Congress & 


Copyright Office 





Citation Music, inc. 


DO YOU MISS ME JUST AS I MISS YOU; w ®& 
m Sophie Roy Hunter & Sherman R. 
Brisco © Citation Music, inc. 
2Mar54 EU350580 


Library of Congress Se 
Copyright Office 





Citation Music, ine. 


DON'T MONKEY WITH A MONKEY; by Henry 
Cooper, Ulysses Smith & David Gale 
© Citation Music, inc. 1953, Notice 
23Nov53. v23 p86 


Library of Congress ay 


Copyright Office 





Citation Music, inc. 


DON'T MONKEY WITH A DONKEY; w & m 
Henry Cooper, Ulysses Smith & David 
Gale © Citation Music, inc. 230ct53 
EU335485 


Library of Congress & 





Citation Music, ine. 


DRY IS MY CUP; by Larry Douglas, Nel- 
“son Glover & Rommie Bearden © 
Citation Music, inc. 1953. Notice 
23Nov53 v23 p85 


Library of Congress € 


Copyright Office 





Citation Music, ine. 


DRY IS MY CUP; w & m Larry Douglas, 
Nelson Glover & Rommie Bearden © 
Citation Music, inc. 230ct53 
EU335482 


Library of Congress & 





Citation Music, inc. 


ECCENTRICITY; by Irving Randolph © 
Citation Music, inc. 1954 Notice 
22Tun54 v24 p256 


Library of Congress @ 


Copyright Office 





Citation Music, inc. 


ECCENTRICITY; m Irving Randolph © 
Citation Music, ince. 22Jun54 EU362042 


Library of Congress y 


Copyright Office 





Citation Music, ince. 


A FOOL'S PARADISE; by Ann Mandy © 
Citation Music, inc, 1953. Notice 
23Nov53 v23 p85 


Library of Congress ae 


Copyright Office 





Citation Music, inc. 


A FOOL'S PARADISE; w & m Ann Mandy © 
Citation Music, inc. 230ct53 EU335484 


Library of Congress 6 





Citation Music, ine. 


FOR EVERSOLONG; by Eleanor Villa © 
Citation Music, inc. 1954. Notice 
2Mar54 v23 p690 


Library of Congress & 


Copyright Office 
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GOTTA FIND A SHACK; by Ryllis Simpson, 
Paquita Anderson & LeRoy Smith © 
Citation Music, inc. 1954. Notice 
2Mar54 v23 p691 


Library of Congress & 
Copyright Office 





Citation Music, inc. 

GOTTA FIND A SHACK; w Ryllis Simpson m 
Paquita Anderson & Leroy Smith © Ci- 
tation Music, inc. 2Mar54 EU350578 


Library of Congress 
Copyright Office 





Citation Music, inc. 


HOW COULD SO MANY PEOPLE BE SO WRONG; 
by Perry Alexander & Jack Rollins 
© Citation Music, inc. 1954. Notice 
2Mar54 v23 p691 


Library of Congress me 


Copyright Office 





Citation Music, inc. 


I FEEL SO GOOD. My baby's coming home; 
by Sophie Roy:-Hunter & Sherman R,'’ 
Brisco © Citation Music, inc. 1954. 


Notice 2Mar54 v23 p689 
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Copyright Office 
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I FEEL SO GOOD; w & m Sophie Roy Hunter 
& Sherman R. Brisco © Citation Music, 
ine. 2Mar54 EU350581 
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HAVE A SECRET; by Sophie. Roy. Hunter 
& Sherman R. Brisco © Citation 
Music, inc. 1954. Notice 2Mar54 v23 


p689 


Library of Congress © 
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I HAVE A SECRET; w & m Sophie Roy Hun- 
ter & Sherman R. Brisco © Citation 
Music, inc. 2Mar54 EU350579 


Library of Congress eS 
Copyright Office 
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I TOLD A LIE; by Mary Jane Polk © 
Citation Music, inc, 1953. Notice 
23Nov53 v23 p86 


Library of Congress es 


Copyright Office 
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M1630 POLK, MARY JANE. 

2 I told a lie; by Mary Jane Polk. [For voice 

F and piano] 40¢ © Citation Music, inc., 
New York; 11Mar54; EP78804. 


I. Title. 


Library of Congress ed 
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I TOLD A LIE; w & m Mary Jane Polk 
© Citation Music, ine. 120ct53 
EU334093 


Library of Congress - 
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I WISH AND WISH; by Don Trifiletti © 
Citation Music, inc. 1953. Notice 
23Nov53 v23 p85 . 


Library of Congress 6 


Copyright Office 





Citation Music, inc. 


I'D NEVER FORGIVE MYSELF; by Bob 
McAvoy, Roy Gould & Matty Martin © 
Citation Music, inc. 1953. Notice 
23Nov53 v23 p86 


Library of Congress & 


Copyright Office 
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M1630 MCAVOY, BOB. 

2 I'd never forgive myself; by Matty Martin, 

.M Roy Gould [pseud. and] Bob McAvoy. 
[For voice and piano] © Citation Music, 
inc., New York; 11Mar54; EP78806. 


I, Martin, Matty. Il. Goldman, Samuel L., 
1908- Ill. Title. 


Library of Congress e 





Citation Music, inc. 


I'D NEVER FORGIVE MYSELF; w & m Matty 
Martin, Roy Gould & Bob McAvoy © on 
changed w & m Citation Music, inc. 
4Nov53 EU336984. Appl. states prev. 
reg. 17Apr52 EUST1B16 


Library of Congress & 


Copyright Office 
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IT'LL HANG MY HEART ON YOUR CHRISTMAS 
TREE; by Doro Corday © Citation Music, 
inc. 1954. Notice 22Jun54 v24 p256 


Library of Congress @ 


Copyright Office 
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I'LL HANG MY HEART ON YOUR CHRISTMAS 
TREE; w & m Doro Corday © Citation 
Music, inc, 22Jun54 EU362043 


Library of Congress eS 
Copyright Office 
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I'M.A FUGITIVE; by Amine Kellam & Roy 
Gould © Citation Music, inc. 1954. 
Notice 2Mar54 v23 p691 
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I'M A FUGITIVE; w & m Amine Kellam & 
Roy Gould © Citation Music, inc. 
2Mar54 EU350582 


Library of Congress - 
Copyright Office 
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A LETTER INSTEAD OF A ROSE; by Gene 
Brown, Roy Gould & Matty Martin 


© Citation Music, inc. 1953, Notice 
23Nov53 v23 p86 


Library of Congress & 


Copyright Office 
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M1630 MARTIN, MATTY. 


2 A letter instead of a rose; by Gene Brown, 
._M Roy Gould [pseud. and] Matty Martin. 
[For voice and piano] 40¢ © Citation 


Music, inc., New York; 11Mar54; 
EP78807. 


I, Brown, Gene. II. 
1908- Ill, Title. 


Library of Congress a 
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A LETTER INSTEAD OF A ROSE; w & m 
Gene Bréwn, Roy Gould.& Matty Martin 
© Citation Music, inc. 120ct53 
EU334092 


Library of Congress Se 
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LOVE'S. FLAME (TORMENTS ME); by Birdie 
Eaton © Citation Music, inc. 1954. 
Notice 2Mar54 v23 p690 
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Copyright Office 





Citation Music, ine. 


THE MAN; by Lennie Forrest, Lenny 
Wagner & Mack Discant © Citation 
Music, inc. 1953. Notice 23Nov53 
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M1630 DISCANT, MACK, 
The man; by Lennie Forrest, Lenny Wag- 
ner and Mack Discant [arr. by Dave 
Mann] [For voice and piano] 40¢ 
© Citation Music, inc., New York; 
11Mar54; EP78805. 


I, Forrest, Lennie. Il. Wagner, Lenny. 
Ill. Title. [IV. Mann, Dave, 1916- ] 


Library of Congress &) 
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THE MAN; w & m Lennie Forrest, Lenny 
Wagner & Mack Discant © Citation 
Music, inc. 4Nov53 EU336859 
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THE OLD PIANO POLKA; by Roy. Wedge & 
Bob Hay © Citation Music, inc, 1954. 
Notice 2Mar54 v23 p690 
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Copyright Office 
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THE OLD PIANO POLKA; w & m Roy Wedge & 
Bob Hay © Citation Music, inc. 2Mar54 
EU350576 
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PLEASE TELL ME; by Gary Van Dyke, Al 
Bandini & Walter Van Dyke © Citation 
Music, inc. 1954. Notice 2Mar54 
v23 p690 


Library of Congress e 


Copyright Office 
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PUT YOUR LIPS TO MINE; by Doro Corday 
© Citation Music, inc. 1954. 
Notice 2Mar54 v23 689 


Library of Congress © 


Copyright Office 
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PUT YOUR LIPS TO MINE; w & m Doro Cor- 
day © Citation Music, inc. 2Mar54 
EU350584. 
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SOMEBODY'S WAITING FOR YOU; by R. G. 
Fernwood © Citation Music, ine, 1953. 
Notice 23Nov53 v23 p85 


Library of Congress e 


Copyright Office 
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SOMEBODY'S WAITING FOR YOU; w& mR, G. 
Fernwood © Citation Music, inc. 
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SOMEWHERE, SOMEDAY, SOMEONE; by Frank 
Maerz, Paul Buiar & Louis Flax © 
Citation Music, ine. 1954. Notice 
2Mar54 v23 p690 


Library of Congress 


Copyright Office 
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THANK YOU, THANK YOU. I'm very grate- 
ful; by Roy Gould & Matty Martin © 
Citation Music, inc. 1954. Notice 
TSep54 v2e4 p679 


Library of Congress & 
Copyright Office 
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THANK YOU, THANK YOU, I'M VERY GRATE- 
FUL; w & m Roy Gould & Matty Martin 
© Citation Music, inc. 7Sep54 
EU369866 


Library of Congress € 
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TWENTY AFTER THREE; by Ryllis Simp- 
son, Paquita Anderson & LeRoy Smith 
© Citation Music, inc. 1954. Notice 
2Mar54 v23 p691 


Library of Congress e& 


Copyright Office 
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WASTE NO TEARS .OVER ME; by Doro Corday 
© Citation Music, inc. 1954. Notice 
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WASTE NO TEARS OVER ME; w & m Doro 
aa aed, © Citation Music, inc. 7Sep54 
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WHEN ARE YOU COMIN' HOME, JOE; by 
Virginia Haradon © Citation Music, 
inc. 1954. Notice 7Sep54 v24 p679 
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WINGS OF AN ANGEL; by Don Trifiletti © 
Citation Music, inc. 1954. Notice 
22Jun54 v24 p256 


Library of Congress & 


Copyright Office 
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M1630 TRIFILETTI, DON M 
Wings of an angel; main theme from the 
production, Wings of an angel, by Don 
Trifiletti. [For voice and piano] 50¢ 
© Citation Music, inc., New York; 29Jun54; 
EP8141i. 


I, Title. 


Library of Congress _ oo 
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YOU MOVE ME; by Sophie Roy Hunter © 
Citation Music, inc.’ 1954. Notice 
2Mar54 v23 p689 
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Copyright Office 
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YOU MOVE ME; w & m Sophie Roy Hunter © 
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Copyright Office 
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RE, EDWARD DOMENIC. 
Citation of authorities in legal 
writing. 15 p. © Edward Domenic 
Re; 8Sep53; A106890. 


Library of Congress & 
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Citations to New York state labor 
relations board reports. 
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THE CITATOR, by the Citator Publishing 
Company. © The Citator Publishing 
Co. (PCB) 

Iowa ed. v. 21, no. 2, July 1922. 
661481. R57820, 


© 10aug22, A 
30Jan50. 





THE CITATOR, by the Citator Publishing 
Company. © The Citator Publishing 
CO- (PCB) 

Minnesota ed. v. 20, no. 3, N 
1922. © 7pec22, A690818 R57821, 
30Jan50. 


@ rFFR 16 1950 





THE CITATOR, Missouri ed., supplement 


1926. © 15 Fev26, a883956. R109398, 


2 3, Shepard's Citations, inc. 
(PCB) 


I~ Citator Publishing Company 2c¢ 
Cl. Shepard's Citations, inc. 2¢ 





THE CITATOR, ~@ the Citator Publishing 
Company. © The Citator Publishing 
Co. (PCB) 
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THE CITATOR, compiled by the Citator 
Publishing Company. Illinois ed. 
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Shepard's Citations, inc. (PCB) 


I. Citator Publishing Company 2c 
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M175 MOLTHON, GUNNAR, 1909- 

.A4M La cité. Fransk vals av Gunnar Molthon. 
[For accordion or piano] Kr.2:50 
© Musikférlaget Mollton, Sundbyberg, 
Sweden; 1Feb53; EF0-19698, 


I. Title. 
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Copyright Office 
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La cité bastion de la forteresse de 
Saint-Malo. 
Fouque, René. 

La cit& bastion de la forteresse de 
Saint-Malo ... {Paris, R. Fouque, 195] 

7o Be illus. 21cm, 


© 30Seph5; le 2larl6; author, St. 
Malo, France; ..F606,. 
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LA CITE de Carcassonne. Photos. de 
Jean Roubier, pref. de Jean Girou. 
[62] p. (Charme de la France, 6) 
© Marie-Josephe Challamel, Paris; 
2Ju148; AF8017. 


I. Roubier, Jean. 
II. Girou, Jean. ; 
III. Challamel (Marie-Joseéphe) 
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M1733 TRENET, CHARLES, 1913- 

2 La cité de Carcassonne; paroles et 

tt musique de Charles Trenet, Paris, 
Vianelly. © France-Music Corp.; 
31Jul51; EF17296, 
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M1270 BONNARD, MAURICE, 
.B69C5 Cité de l'air; [by] M. Bonnard. [Score: 
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© Editions Renato, Paris; 20May52; 
EF 0-14535, 
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Copyright Office 
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CHABAR, JACQUES. 

La cité du serpent 4 plumes. TIllus- 
trations de Jan-Loup. Editions 
Fleurus. 124 p. © Editions 
Gautier-Languereau; 30Mar54; 
AF14091. 


I. Loup, Jan, illus. 
Il. eee Editions. 


Library of Congress & D ee 


Copyright Office 





La cité immobile. 


CHARTON, JEAN CHARLES. 
La cité immobile; roman [par] Jean Guirec 
[pseud.] 249 p. © Editions Albin Michel, 

Paris; 22Jun51; AF0O-5397, 


I. Michel (Albin) Editions. \ 


ebc/r 


Library of Congress 7 
Copyright Office 





La ¢i naturéllée, 


Lebreton, Jean. 
... La cité naturelle; recherche d’un urbanisme humain. 


Préface de Raoul Dautry. Paris, P. Dupont (1945, 
8 p. 1., 9-177 p., 11. incl, illus., maps, plans, diagr. 284™. 
Bibliographical foot-notes. 


© 150cth5; le 9Augh6; Kditions Paul 
dupont; AF2153. 


1. Cities and towns—Planning. 


NA9030.L365 711 
Yaleuniv. Library & 
for Library of Congress (21t 


A 46-5736 





La cité profonde 


Armandy, André, 1882-— 
La cité profonde. Paris, J. Tallandier ,1947, °1946, 


288 p. 19cm. 


I. Title. 
PQ2601.R57C6 1947 47-25822* 


Pub. 3Jan47; © Société d’éditions et de publications, Paris; 
AF3287. 


Library of Congress ray dy 





ApQ85 La cité résiste. 


Bottome, Phyllis, 188- 

eoeLa cité résiste$roman traduit de 
l'anglais par J. Hubler et E. Delile. 
Genéve, J. He Jeheber, s.a. [etc., etc., 
19h) ] 
ehh De 19¢m, 


At head of title: Ph. Bottome. 
Translation of: London pride. 


© 1Marlls; 1c 2Febli6; Bdition J. H, 
Jeheber, s.a.3 A ° 
Libre? of CREST » : Jeanne tr. 

Copyright Office Ti, tagee. 





LA CITS SOUS LA MONTAGNE. APO-99)7. 
SEE Haggard, Sir Henry Rider. 





La Cité universitaire de Paris. 


Maury, Lucien, 1872- 
La Cité universitaire de Paris, hier, aujourd’hui, demain, 
Paris, Stock, Delamain et Boutelleau, 1947. 
138 p. illus. 19cm. 


1. Paris. Cité Universitaire. 

LF2275.C46M3 378.44 48-13730* 

© Editions Stock-Delamain et Boutelleau; 11Jul47; 
AF4671. 


Library of Congress 





CITED Films, Inc. SEE 
Childbirth. MP135. 





Cités maya. 
RIVET, PAUL. 
Cités maya. 5. 6d. 194 p. © Edi- 
tions Albert Guillot; 1Jul54; 
AFO-14993. 


I. Guillot (Albert) Editions. 


Unit C 


Library of Congress & 


Copyright Office 





Citi, Libero. ' 


M1356 CASINI, MAURO. 

rhe Libro di novelle; canzone ritmo lento, 
parole di Libero Citi, musica di Mauro 
Casini. [Piano-conductor score (orches- 
tra, with words) and parts] © Bolero 
edizioni musicali, Milano; 20Nov52; 
EF19155. 


Title, [II. Citi, Libero] 


Library of Congress S 
Copyright Office 





Cities and riverfront lands, 


Willbern, York. 
Cities and riverfront lands. University, Ala., 1947. 


v, 61 p. 21 ecm. (Alabama, University. Bureau of Public Ad- 
ministration. Publications, 28) 


Bibliographical footnotes. 


1. Cities and towns—Planning. 2. Water fronts. 1. Title. 
1. Series. 


NA9050.W48 711.76 48-45031* 
© Univ. of Alabama, University, Ala.; 1Dec47; A19573. 


Library of Congress & (3) 





Cities and towns of Illinois. 


LOHMANN, KARL BAPTISTE. 

Cities and towns of Illinois; a handbook of 
community facts. 110 p. illus. © The 
University of Illinois Press, Urbana; 
7Mar51; A53415. 


I. Illinois. University. Press. 


sh/r 
Library of Congress S APR - 6 1951 


Copyright Office 





Cities are abnormal. 


Peterson, Elmer Theodore, 1884— ed. 
Cities are abnormal, edited by Elmer T. Peterson .... Nor- 


man, University of Oklahoma press, 1946. 

xvi, 263, thy p. ai"; 

“Wirst edition.” 

ContTENTS.—Cities are abnormal, by BH. T. Peterson.—The ecology of 
city and country, by P. B. Sears.—It was not always so, by W. S. Thomp- 


son.—What we are and what we may become, by P. L. Vogt.—Biological 
truths and public health, by Jonathan Forman.—An architect protests, by 
H. L. Kamphoefner.—Social man and his community, by J. J. Rhyne.— 
Economic verities, by S. C. McConahey.—Government of the people, by 
H. C. Nixon.—To clear the dross, by Louis Bromfield.—A farm reporter 
looks ahead, by Ladd Haystead.—The atomic threat, by W. S. Thomp- 
son.—Moral and cultural aspects of decentralization, by R. L. Smith.— 
No blueprint for Utopia, by E. T. Peterson. 

1. Cities and towns— U.S. 2. Cities and towns. 

(Over 46-4670 
Library of Congress HT123.P45 
(Dy 323.352 





© 5-27-16; 2c 5-21-14; University of 
Oklahoma press, Norman, Okl.; A 178. 





CITIES: HOW THEY GROW. Enoyclopaedia 
itannica Films, t1l-min., Bde, bkw, 
16 mm. Second ed. First ed, entitled 
Growth of eities, 
© Encyclopaedia Britannica Films, inc.; 
13May53 (in notice: 1952); mP37k9. 





CITIES MAP AND GUIDE COMPANY. 

The Guide Book street guide and general 
information of Newark, including Irv- 
ington, Harrison, East Newark [and 
others] N. J., with new indexed map. 
96 p. 16cm. Map on [p. 3] of cover: 


Map of the city of Newark and vicinity, 
Essex County, State of New Jersey. 46 
x 50cm. Scale 2000 feet per inch. 
Appl. authors: Edward John Frick and 
Jean Albert Frick. © on additions and 


e@ AA214091 
Library of Congress 1 
Copyright Office (Cont'd on next card) 





CITIES MAP AND GUIDE COMPANY, 
The Guide Book street (Card 2) 


revisions; Cities Map & Guide Co., 
Irvington, N. J.; 8Apr52; AA214091, 


1, NEWARK. 
I, FRICK, EDWARD JOHN. 


Il, FRICK, JEAN ALBERT. 


Library of Congress & 


Copyright Office 





CITIES MAP AND GUIDE COMPANY. 
*Map of the city of Newark and vicinity, 
Essex County, State of New Jersey. 
map 47x50cm. Scale 1:24, 000 or 
2,000 feet per inch. © Cities Map 
& Guide Co,, Newark; 22Nov50; F8505. 


. NEWARK, N. J. 


JAN 11 1951 


Library of Congress 
Copyright Office 





CITIES of America. C565. SEE Mulvey, 


Ruth Watt. 





CITIES OF AMERICA. SEE Perry, 
George Sessions. 





CITIES of Bible lands yesterday and 
today. AA205162. SEE Giving, 
Gerald Renaas. 





Cities of sin. 


De Leeuw, Hendrik, 1891- 
Cities of sin. ,Rev.ed.; New York, Willey Book Co., 1947. 
297 p. + 21™. 


Appendix (p. 2438-297) contains citations from the official records of 
the League of Nations. 


@ Witlu, Book .- 10 Lew 47, A 14u2rme 
\ 


1. Prostitution—East (Far East) I, Title. 
HQ232.D4 1947 176.5 47-23995* 
Library of Congress 

Copyright (3) 





Cities of the deep. 


LYONS, EDWARD. 
Cities of the deep. New York, Appleton- 
Century-Crofts. 496 p. © Edward 
Lyons; 19Aug49; A35114. 


Library of Congress 
Copyright Office 





CITIES PUB. CO., INC. 
See 


Cleveland's prevue of the week, 


a Library of Congress 


Copyright Office 





CITIES PUBLISHING CO., INC. 
See 


Cleveland town talk magazine. 


& Library of Congress 


Copyright Office 





CITIES PUBLISHING COMPANY, INC. 
SEE 
TOWN TALK MAGAZINE. 


os Library of Congress 
Copyright Office 





CITIES Service automotive accessory 
chart, 195261953+ AA216898s SEE 
Chexall Corporatione 





CITIES gervice automotive replacement 
chart, 1952, AA216405. sEE 
Arkansas Fuel 041 Company. 





CITIES Service Band of America. 
Cities Service Company. Cities 
Service Green & White Quarteg. 





CITIES Service Band of. America. 101531). 
SEE Petroleum Advisers, inc. 





CITIES SERVICE COMPANY. © | 
Cities Service ow sm oz2hTe 
Company. 


SEE Security Bankno 





CITIES SERVICE COMPANY. 
A customer is born. DU32097. SEE Wilding 
Picture Productions, inc. 





CITIES SERVICE COMPANY. 
SEE 
SERVICE. 


& Library of Congress 
Copyright Office 
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CITIES Service farm book, 19526 
AA216166« SEE Cities Service 011 
Company 





CITIES Service Green & White Quartet. 
WU17468. SEE Cities Service Company. 





D | W|BW| M|BM,Q 
Bi 





OFF 19 
GENS. 





CITIES SERVICE OIL COMPANY. 
Automotive accessory manual, 1953. 
28 p. © Cities Service O41 Co.; 
10ct533; Al12141. 





CITIES SERVICE OIL COMPANY. 

Cities Service automotive accessory 
chart, 1951-52, Illus. © The 
Chek-Chart Corp., Chicago; 170ct51; 
AA1976),9. 





CITIES SERVICE OIL COMPANY. . 
Cities Service automotive accessory 
manual, 1954, 12 p. © Chexall 
Corps, @ division of Chek-Chart 
Corpe3 18dunSh; AlbkSS8. 





CITIES SERVICE OTL comPANY ©, 
Cities Service farm book, 1950. 
51 pe, illus. © 15mar50; 
AA1:7706. 


& APR 2 6 1990 





ice far book, 
© 1hilar51 





CITIES SERVICE OTL COMPANY. 
Cities Service farm book, 19526 
Sl pe ‘flluse CApple author; 
Gordon Alexander MacDonalda3 
© Cities Service 011 Coes 16Apr52; 
AA216186. 





CITIES SERVICE COMPANY. 

Cities Service Green & White quartet; 
radio program, Nov. 26, 194 P Cities 
Service Band of America. Cities 
Service Co.3 1c 7Dech8; 1017468. 





CITIES SERVICE OIL COMPANY, 

Cities. Servico lubrication chart, 
Passenger cars, truck, tractor, 
outboerd motor and notorcyele, 
bus and motor coach recormienda~ 
tions. 1951 ed, Chart, 11lus. 
© The Chel-Chart’ Corp., Chicagos 
9Apr513; AA1LG0288. 





CITIZS SERVICE OIL COMPANY, 

Cities Service lubrication chart, 
19526 [Wall chart] Chicago, 
Chek=Chert Corpe, 619526 1 ve 
illus. ©The ChekeChart Corpe; 
Gmay523 AA212656. 





CITIES SERVICE OIL COMPANY. 

Cities Service lubrication chart. 
eWall charta Chicago, Chek- 
Chart Corp., c1953. lv. illus. 
© on additions & revisions; The 
Chek-Chart Corp.; 6May53; A90326. 





CITIES SERVICE COMPANY. 
Cities Service quartet, radio program, 
Dec. 31, 1948. © Cities Service 
Co.3 lc 12% anos pU1GOk0. 





CITIES SERVICE OFL COMPANY, 
Cities Service tractor lubrication 
chart. 2 sheets, t2)us. 
@ The Chek=Chart Corp., nics 
oe 


7Jum:9¢ on revisions; AA7208 





CITIES SERVICE OIL COMPANY. 
Cities Service trojan lubrication 
ide, 1950. 96 ps, illus. 
é The ChekeChart Corp.e: 3Apr50; 
AA1);7638 6 





Y do > 


ERVICE OLL COMPANY. 
Service Trojen lubrication 


et 
[ 
Gi ties 


uide, 1951. i120 p., illus 
Oa The Chefk=Chart Cates Ishi ey5l3 
AA 851;79 « 





CITIES SERVICE OIL COMPANY. 
Cities Service Trojan lubrication 
guide, 19526 120 pe illuse 
© on revisions; The Chek-Chart 
Corpes 20Jun52; AA2163926 





CITIES SERVICE OIL COMPANY ©. 
Combustion control. 16 p., illus. 
© 23dank8 (in notice: 19)7);-: 
AA77828. 





CITIES SERVICE OIL COMPANY, 
Sop in the cooling system, SEE Handy 
Jam) Organization, ine. 





CITIES cake oa OLL COM PANT Ge 2 
Farm book. nae el. illus. 


© 25iiayh8; 2aah 





Cities service oil company. 
The farm book. 1946. 


(@)Bel~46s 2e 5-7-463 AA 8847 





CITIES SERVICE = COMPANY ©, 
Farm srenioe 19 lie oves —" illus. 


© 25Fe 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY. 
Highway map of Arkansas. [1953 ed. 
New York?] Cities Service [Oil Co., 1953] 
Col. map 45 x 67 cm. fold. to 23 x 10 cm. 
Scale ca. 1:950,000; 1 inch equals approx- 
imately 15 miles. Indexed. © The H. M. 


Gousha Co.; 14Jan53; F14087. [6 city and 
regional maps & 1 U.S. mileage map on 
verso. © The H. M. Gousha Co.] 


1. Arkansas. I, Cities Service Oil Company. 


Library of Congress & 
Copyright Office 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY, 

Highway map of (Carte routiére du) Québec 
[Province. 1953:ed:]: Cities Service 
[Oil Co,] Scale 1 inch equals approx, 

15 miles. Title on outside, when folded: 
Quebec. © The H. M, Goushd4 Co.,; 
5Jun53; F15208, 


1, Quebec (Province) 
I, Cities Service Oil Company, 


Library of Congress a 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY. 
Highway map of Illinois. [1953 ed. New 

York?] Cities Service [Oil Co., 1953] 
Col. map 67 x 45 cm. fold. to 23 x 10 cm. 
Scale ca. 1:960,000; 1 inch equals approx- 
imately 16 miles. Indexed. © The H. M. 
Gousha Co.; 5Mar53; F14106. [5 city 
maps & 1 U.S. mileage map on verso. 
© The H. M. Gousha Co.] 


1. Illinois. I, Cities Service Oil Company. 


Library of Congress & 
Copyright Office 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY. 
Highway map of Kentucky - Tennessee. 

’ [1953 ed. New York?] Cities Service 
[Oil Co., 1953] Col. map 45 x 67 cm. 
fold. to 23x10cm. Scale ca. 1:1,267,000; 
1 inch equals approximately 20 miles. 
Indexed. © The H. M. Goushé Co.; 
14Jan53; F14107. [9 city maps & 1 park 
map on verso. © The H. M. Gousha Co.] 


1, Kentucky. 2. Tennessee, I. Cities 
Service Oil © 


Library of Congress 
Copyright Office 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY. 

Highway map of Mississippi. [1953 ed. 
New York?] Cities Service [Oil Co., 1953] 
Col. map 67 x 45 cm. fold. to 23 x 10 cm. 
Scale ca. 1:950,000; 1 inch equals approx- 
imately 15 miles. Indexed. © The H. M. 


Gousha Co.; 8Jan53; F14109. [2 city and 
regional maps & 1 U.S. mileage map on 
verso. © The H. M. Gousha Co.] 


1. Mississippi. I. Cities Service Oil Com- 
pany. 


Library of Congress & 
Copyright Office 





CITIES SERVICE OIL COMPANY, 


GOUSHA (H. M.) COMPANY. 

Highway map of New Jersey. [1954 ed.] 
Cities Service [Oil Co ] Scale 1 inch - 
approx. 6 3/4 miles. "Polyconic pro- 
jection." Title on outside, when folded: 
New Jersey. 2 insets. © H. M. Gousha 
Co.; 12Mar54; F16835. 


1, New Jersey. 
I, Cities Service Oil Company. 


Library of Congress e& 





CITIES SERVICE OTL COMPANY. 


GOUSHA (H. M.) COMPANY. 
Highway map of Ontario. [1954 ed.] Cities 
Service [Oil Co.] Scale 1 inch = approx. 
19 miles. Title on outside, when folded: 
Ontario, © H. M. Goushd4 Co,; 6Apr54; 


F17126, 


1, Ontario. 
I, Cities Service Oil Company. 


Library of Congress & 





CITIES SERVICE OTL COMPANY. 


GOUSHA (H. M.) COMPANY. 

Highway map of Pennsylvania. [1954 ed.] 
Cities Service [Oil Co.] Scale 1 inch = 
approx. 14 miles. Title on outside, when 
folded: Pennsylvania. 
Co.; 12Mar54; F 16833. 


© H. M. Gousha 


1, Pennsylvania. 
I, Cities Service Oil Company. 


Library of Congress & 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY. 
Highway map of Texas. [1954 ed.] Cities 
Service [Oil Co.] Scale 1 inch = approx. 
26 miles. "Polyconic projection." Title 
on outside, when folded: Texas. 2 insets. 


© H. M. Gousha Co.; 31Dec53; F17132., 


1. Texas. 
I, Cities Service Oil Company. 


Library of Congress & 





CITIES SERVICE OIL COMPANY, 


GOUSHA (H. M.) COMPANY. 

Highway map of United States, featuring 
mileage and driving time along main 
transcontinental highways. [1954 ed.] 
Cities Service [Oil Co.] Scale 1 inch - 
approx. 118 miles. Title on outside, when 


folded: United States. © H. M. Gousha 
Co.; 15Mar54; F16839. 


1, United States. 
I. Cities Service Oil Company. 


Library of Congress oe 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY. 

Highway map, southeastern section of the 
United States. [1953 ed. New York?] 
Cities Service [Oil Co., 1953] Col. 
map 67 x 45 cm. fold. to 23 x 10 cm. 
Scale ca. 1:3,000,000; 1 inch equals 


approximately 45 miles. © The H. M. 
Gousha Co.; 5Mar53; F14088. [On verso: 
Highway map, United States, Canada and 
Mexico. © The H. M. Gousha Co.] 


1. United States, Southeastern. I. Cities 


Service Oil Company. 
Library of Congress 
Copyright Office 





CITIES SERVICE OIL COMPANY, 


Z 
GOUSHA(H. M.) COMPANY. 
Metropolitan Boston and vicinity. [1954 ed.] 


Cities Service [Oil ae, Scale 1 inch = 
approx. 1 3/4 miles. itle on outside, when 


folded: Boston metropolitan area. 
© H. M. Gousha Co.; 18Jan54; F17129. 


1. Boston. 
I, Cities Service Oil Company. 


Library of Congress & 





CITIES SERVICE OIL COMPANY. 


4 
GOUSHA (H. M.) COMPANY. 
Metropolitan Philadelphia and vicinity. 
[1954 ed.] Cities Service [Oil Co.] Scale 
1 inch = approx. 2.3 miles. Title on out- 


side, when folded: Philadelphia metropol- 
© H. M. Gousha Co.; 6Apr54; 


itan area. 
F17131. 


1, Philadelphia. 
I. Cities Service Oil Company. 


Library of Congress & 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY. 

Metropolitan Toronto, [1953 ed.] Cities 
Service [Oil Co.] Scale 1 inch equals 
approx, 6/10 miles. © The H. M. Gousha 
Co.} 8Jun53; F15206, 


1, Toronto, 
I, Cities Service Oil Company. 


Library of Congress & 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY. 

Milwaukee metropolitan area. [1953 ed,] 
Cities Service [Oil Co.] Scale of main 
map 1 inch equals approx, 1 3/4 miles. 
© The H, M, Gousha Co,; 10Jun53; 
F15207. 


1, Milwaukee. 
I, Cities Service Oil Company. 


Libtary of Congress & 


\ 





CITIES SERVICE OIL ComPANY. SEE 
The New Jersey turnpike. © 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY, 
The New Jersey Turnpike, [1953 ed.] 
Cities Service [Oil Co.] © The H, M, 
Goush& Co,; 2Jul53; F15214, 


1, New Jersey. 
I, Cities Service Oil Company. 
H, Title. 


Library of Congress & 





CITIES SERVICE OIL COMPANY, 
GOUSHA (H. M.) COMPANY. 
North Dakota - South Dakota. [1954 ed.] 
Cities Service [Oil Co.] Scale 1 inch = 
approx. 17 1/2 miles and approx. 16 1/2 
© H. M. Gousha Co.; 25Jan54 


miles. 
F16836. 


1, North Dakota. 
2. South Dakota. 
I, Cities Service Oil Company. 


Library of Congress & 





CITIES SERVICE OIL COMPANY. 


GOUSHA (H. M.) COMPANY. 
Street map of Miami and Miami Beach. 
[1954 ed.] Cities Service [Oil Co.] Scale 
1 inch = approx. 0.55 mile. Title on out- 


side, when folded: Miami street map. 
© H. M. Gousha Co.; .31Dec53; F17127. 


1. Miami, Fla. 
2. Miami Beach, Fla. 
I. Cities Service Oil Company. 


Library of Congress & 





CITIES SERVICE OIL COMPANY. 
frojan lubrication guide, 1953. 
120 p. illus. © on additions 
& revisions; The Chek-Chart Corp.; 
20Mar53; a&4328. 





CITIES SERVICE OIL COMPANY, 
Trojan lubrication guide, 1956 
© ChekeChart Corps; 26Mar5l)3 
A13416h. 





CITIES SERVICE OIL COMPANY. 


SEE 
MASTER FARMER. 


Library of Congress Copyright Office 





CITIES SERVICE OIL COMPANY. 
SEE 
VICTORY FARMER. 


Library of Congress 
Copyright Office 





‘CITIES SERVICE PETROLEUM, INC. 

" A collection of the worldts best 
Christmas stories, songs and 
poems for yous 15 p. Appl. 
author: Vie Herman Studio Pro= 
aduetions, inc, © Cities Service 
Petroleum, ince; 1)May5Sh; 
A1),0978. 





CITIES SERVICE PETROLSUM, INC. 
The Grantland Rice football 
preview, 195k. 





CITIES SERVICE PETROLEUM, INC. 
GOUSHA (H. M.) COMPANY. 
Greater New York City: Manhattan, Bronx, 
Brooklyn, Queens. [1954 ed.] Cities 
Service [Petroleum] Scale 1 inch = about 
8/10 miles. Title on outside, when 
folded: New York streets ... 2 insets. 


© H. M. Gousha Co.; 12May54; F17165. 


1. New York (City) 
I, Cities Service Petroleum, inc. 


Library of Congress & 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 
Highway map, north central section of the 
United States, [1953 ed.] Cities Service 
[Petroleum] Scale 1 inch equals approx, 
49 miles, Title on outside, when folded: 
North Central States. © The H, M. 
Goush& Co,; 22May53; F15226, 


1, North Central States, East. 
2. North Central States, West. 
I, Cities Service Petroleum, inc. 


Library of Congress * 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 
Highway map of Alabama. [1954 ed.] Cities 
Service [Petroleum] Scale 1 inch = approx 
Title on outside, when folded: 


© H. M. Gousha Co.; 13Jan54; 


14 miles. 
Alabama. 
F17097. 


1. AJabama. 
I. Cities Service Petroleum, inc. 


Library of Congress Se 





CITIES SERVICE PETROLEUM, INC. 
GOUSHA (H. M.) COMPANY. 
Highway map of Florida. [1954 ed.] Cities 
Service [Petroleum] Scale 1-inch = approx. 
18 miles. "Polyconic projection." Title 
on outside, when folded: Florida. Inset. 


© H. M. Gousha Co.; 13Jan54; F17096. 


1. Florida. 
I, Cities Service Petroleum, inc. 


Library of Congress & 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 
Highway map of Georgia. [1954 ed.] Cities 
Service [Petroleum] Scale 1 inch = approx. 
18 miles. "Polyconic projection." Title 
on outside, when folded: Georgia. 
© H. M. Gousha Co.; 31Dec53; F17104. 


1. Georgia. 
I. Cities Service Petroleum, inc. 


Library of Congress 6 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 
Highway map of Louisiana. [1954 ed.] 
Cities Service [Petroleum] Scale 1 inch = 
approx, 17 miles, Title on outside, when 
folded: Louisiana. © H. M. Gousha Co.; 


31Dec53; F17106. 


1. Louisiana, 


I. Cities Service Petroleum, inc. 


Library of Congress & 





CITIES SERVICE PETROLEUM, INC. 
GOUSHA (H. M.) COMPANY, 
Highway map of Maine. [1954 ed.] Cities 


Service [Petroleum] Scale 1 inch = 
approx. 12 miles. "Polyconic projection." 


Title on outside, when folded: Maine. 
© H. M. Gousha Co.; 16Apr54; F17185, 


1, Maine. 
I, Cities Service Petroleum, inc. 


Library of Congress ee 





CITTES SERVICE PETROLEUM, INC, 


GOUSHA (H. M.) COMPANY. 

Highway map of Massachusetts, Connecticut, 
Rhode Island. [1954 ed.] Cities Service 
[Petroleum] Scale 1 inch = approx. 

9 miles. Title on outside, when folded: 
Massachusetts, Connecticut, Rhode Island. 


Inset. © H. M. Gousha Co.; 8Apr54; 
F17105. 


1. Massachusetts. 2. Connecticut. 3. Rhode 
Island. I, Cities Service Petroleum, inc. 


Library of Congress eS 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 

Highway map of New Hampshire- Vermont. 
[1954 ed.] Cities Service [Petroleum] 
Scale 1 inch = approx. 9 miles. "Poly - 
conic projection.'' Title on outside, when 
folded: New Hampshire- Vermont. 


© H. M. Gousha Co,; 22Mar54; F17099. 


1. New Hampshire. 
2. Vermont. 
I, Cities Service Petroleum, inc. 


Library of Congress 2 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 
Highway map, south central section of the 
United States, [1953 ed.] Cities Service 
[Petroleum] Scale 1 inch equals approx, 
49 miles, Title on outside, when folded: 
South Central States. © The H, M, 
Goushé Co,; 22May53; F15223., 


1, South Central States, East. 
2. South Central States, West. 
I, Cities Service Petroleum, inc, 


Library of Congress a 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 
Metropolitan Baltimore and vicinity. [1954 
ed.] Cities Service [Petroleum] Scale 
1 inch = approx. 1.5 miles. Title on out- 
side, when folded: Baltimore metropolitan 


area. © H. M. Gousha Co.; 19Apr54; 


F17168, 


. Baltimore. 
. Cities Service Petroleum, inc. 


Library of Congress & 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 
Metropolitan Detroit and vicinity. [1954 
ed.] Cities Service [Petroleum] Scale 
1 inch = approx. 2 1/2 miles. Title on 
outside, when folded: Detroit metropolitan 


area. © H. M. Goushé Co.; 19Apr54; 


F17187. 


- Detroit. 
. Cities Service Petroleum, inc. 


Library of Congress e 





CITTES SERVICE PETROLEUM, INC. 


GOUSHA (H. M,) COMPANY. 

Metropolitan Kansas City [Mo. and Kan.] 
and vicinity, [1953 ed.] -Cities Service 
[Petroleum, inc.] Scale 1 inch equals 
approx, 2 1/2 miles, Title on outside, 
when folded: Kansas City metropolitan 


area. © The H. M. Gousha Co,; 8Jun53; 
F15222, 


1, Kansas City, Mo, 2, Kansas City, Kan, 
I, Cities Service Petroleum, inc. 


Library of Congress @ 





CITIRS SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 
Metropolitan Milwaukee and vicinity. 
[1954 ed.] Cities Service [Petroleum] 
Scale 1 inch = approx. 1 3/4 miles. Title 
on outside, when folded: Milwaukee 
metropolitan area. © H. M. Gousha Co.; 


19Apr54; F17190. 


1. Milwaukee. 
I, Cities Service Petroleum, inc. 


Library of Congress eS 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H, M.) COMPANY. 
Metropolitan St. Louis and vicinity. [1953 

ed.] Cities Service [Petroleum] Scale 
Title 


1 inch equals approx, 1 3/4 miles. 
on outside, when folded: Saint Louis 


metropolitan area, © The H, M. Goush4 
Co,; 10Jun53; F15225, 


1. St. Louis. 
I, Cities Service Petroleum, inc. 


Library of Congress & 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 

North Carolina - South Carolina. [1954 ed.] 

Cities Service [Petroleum] Scale 1 inch = 
approx. 16 miles. Appl. title: Highway 


map of North Carolina - South Carolina. 


7 insets. © H. M. Gousha Co.; 19Jan54; 


F17098, 


1, North Carolina. 
2. South Carolina. 
I. Cities Service Petroleum, inc. 


Library of Congress oo 





CITIES SERVICE PETROLEUM, INC. 


GOUSHA (H. M.) COMPANY. 
Street map of, Carte des rues de, Montréal. 
[1954 ed.] Cities Service [Petroleum] 
Scale 1 inch = about 6/10 miles. Title on 
outside, when folded: Metropolitan 
© H. M. Gousha Co.; 6May54; 


Montreal. 
F17183, 


1, Montreal. 
I. Cities Service Petroleum, inc. 


Library of Congress G 





CITIES SERVICE PETROLEUM COMPANY. 


GOUSHA (H. M.) COMPANY. 
Highway map, northeastern section of the 
United States, [1953 ed.] Cities Service 
[Petroleum €o.] - Scale 1-inch equals 
approx, 37 miles. Title on outside, when 


- folded: Northeastern States. © The H. M, 


Gousha Co.; 25Mar53; F15628, 


1, United States, Northeastern. 
I, Cities Service Petroleum Company. 


Library of Congress & bj/ 


Copyright Office 





CITIES Service quartet. pvui180)0. SEE 
Cities Service Company. 





CITIES Service Trojan lubrication 
guide, 1952+ AA216392.« SEE 
Cities Service 011 Companys 





AA 278.0 
Cities service Trojan lubrication guid 
see 


° 


Chek-chart corp., claimant. 


vf 12-9-l6 





Cities service truck lubrication guide 


ses 


Chek-chart corporation. 


afp 12-12-),6 





CITIES SERVICE VERSION: ANTI-FPREEZE WITH 
TRI©PRO COMMERCIALS. SEE 
Dow anti-freeze: Cities Service versions, 





GITIES: WHY THEY GROW. Coronet, 1919. 
12 min., sd., b&w, 16mm. 
ee Shows the economic factors 
give rise to the growth of cities. 
Credits: Educational collaborator, 
Arthur MN. Weimer 
© David A. Smart; 20Junl93 MPu218. 





Citified country girl. 
Rauzin, Martha Lillian. 





Citino, Archie N. 


YOU'RE THE ONE THAT I ADORE Ow & m 
Archie N. Citino 15Nov48 EU148627 


Library of Congress @ 
Copyright Office 





r 


THE CITIZEN. 





72 APR 20 1954 


ante ieee T8eny TecSeheeP 





Bengs 
The Chesy Fu bhishinc 4’ : 
He Mills Sid, 


17, ¥ Aanisyhoan ri Ave. WW. 
a 


Nosh inte fins 6 2. C 





a 


en ; 
Bier. * The Citizen. D | W|BW| M |BM,Q 


Title... 





Citizen. 


See 


Lessing, Norman. 





The citizen and the law. Worksheets. 
SEB Cope, Alfred Haines. 





CITIZEN calling. B5-20)62. SEE 
shroyer Publications, inc. 





Citizen control of government, 


COLUMBIA UNIVERSITY, TEACHERS COL- 
LEGE, CITIZENSHIP EDUCATION PROJ- 
ECT, 

Citizen control of govérnment; prepared 
jointly by representatives of the Armed 
Services and the Citizenship Education 


Project. [New York, 1951] 2v. (Its 
Hours of freedom [9-10]) Appl. authors: 
W.S. Vincent and J, E, Russell, 

© Teachers College, Columbia University, 


(cont, on next card) 


ae of Congress 
iia aime A64079, A64088__—Rev. 





COLUMBIA UNIVERSITY. TEACHERS COL- 
LEGE, CITIZENSHIP EDUCATION PROJ- 
ECT. 

Citizen control of government; (Card 2) 


Citizenship Education Project; 1Dec51; 
A64088, A64079. 


I, Vincent, William 5S, 
Il. Russell, James E, 


Library of Congress Revised 
Copyright Office 





The citizen decides. 


PERRY, RALPH BARTON. 
The citizen decides; a guide to responsible 
thinking in time of crisis. 225 p. 
© Indiana University Press, Bloomington; 
290ct51; A61104. 


I. Indiana. University. Press. 
DEC 11 195) 


sma/r 


Library of Congress & 
Copyright Office 





Citizen farmer. 
see 


Plumb, Arlyne NM 





Citizen Genet. 


Bathe, Greville. 

Citizen Genet, diplomat & inventor, by Greville Bathe ... 
Philadelphia ;Press of Allen, Lane and Scott, 1946. 

55 p. incl. front. (port.) illus., plates. 29x 233. 


“Limited edition.” 
“Foreword” (bibliographical) : p. ,7) 


1. Genet, Edmond Charles, 1763-1834. 1. Title. 
E313.B3 923.273 
© 18Oct.46; author, Philadelphia; A7167. 


Library of Congress a (Dy 





D unp. 516 
Citizen Joe. 
see 


Hirsh, Irving R 





A CITIZEN MAKES A DECISION. Young 
America Films, Made by Centron Corp. 
2 reels, sds, bew, 16 mm, (Citizen- 
ship series) With teacher's guide. 

© Young America Films, inc.}3 
2dun5y.; MPS2h. 





CITIZEN-NEWS COMPANY. 

Joe Grows. cFigure representing 
nurserymens Keproduction of draw- 
inge 2@xe2ein.e © Citizen-News 
Cos, HOllywood, Calif.; llJanS2; 
K32041. 





CITIZEN-NEWS COMPANY. 

Joe growss Nursery stock. cArticle; 
(In Citizenenews, Hollywood, Calif., 
Mar. 1), 1952, pe 8) © Citizen- 
News Coes 1Mar523 B5-20887-6 





A CITIZEN OF BROOKLYN Ow «&m 
Richard snthony Marschat 2lsep!7 
Eu9y3 


Library of Congress @ 
Copyright Office 





A CITIZEN OF THE MIRAGE, by Sinclair 
Lewis, (In Redbook magazine, — 
5» 


1921) © 23Apr21, By95401. R329 
2 Apri8, Sinclair Lewis (A) 





CITIZEN-of-the-month award luncheon address. 
C2235. SEE Pierce, Marston Arnold. 





CITIZEN of the world. SEE Best and 
Company, inc. KK3l57. 





CITIZEN of the world. DU21039. SEE 
Corwin, Norman. 





CITIZENS of tomorrow. 03027. SEE 
Chicago.e Radio Station WGN. 





A CITIZEN PARTICIPATES. CGentron Corp. 
Released by Young America Films. 
26 mins, sds, baw, 16 mm. (Citizenship 
series) With teacher's guide. 
Appl. author: Arthur H. Wolf. 
© Gentron Corp., inc.; §Aug53; 
MPL169. 





Citizen participation in government. 
MARTZ, HELEN ELIZABETH. 

Citizen participation in government; 
a study of county welfare boards; 
introd. by R. Clyde White. 63 p. 
© Public Affairs Press, Washington; 


13Apr48; A23450. 
I. Public Affairs Press. 


Librasy of Congress Se 


Copyright Office 





Citizen participation in international organizations. 


JAENKE, SYLVAN FRED. 

Citizen participation in international 
organizations. [Thesis--University of 
Illinois] Ann Arbor, University Micro- 
films, 1952. Microfilm copy of typescript. 
Positive. ([Universit ryt Microfilms] Pub- 

y 


lication no. 4001) 
290ct52; A75213. 


lvan Fred Jaenke; 


Prelim, card Mic A 


Library of Congress fon 
Copyright Office = 





CITIZEN PUB. CO. 
See 


The Citizen. 


eS Library of Congress 
Copyright Office 





CITIZEN PUBLISHING COMPANY. 
SEE 
THE KANAWHA CITIZEN. 


@ Library of Congress 


Copyright Office 





CITIZEN RESEARCH, INC. ©, } 
Digest of ‘fiscal laws, oity of Coldsbue, 
Ohio. Rev. ed. 69 1. ——a 


AR157938. 





CITIZEN SAINT. Clyde Elliott, 1947. 7 reels, sd., 
b&w., 35mm. Based on the life of Saint Frances 
Cabrini with quotations from "Too Small a World," 
a biography by Theodore Maynard. 

Credits: Producer, Clyde Elliott; director, 
Harold Young; film editor, Leonard Anderson; 
screen story and theme song, "Saint Frances 
Cabrini," Harold Orlob; introduction and narration, 
Rev. E. V. Dailey; documentary narration, Rev. 
Cletus McCarthy; musical arrangements and song, 
"Star That Lights the Midnight Sea," written and 
conducted by Arthur A. Norris. Cast: Jed Prouty, 
Carla Dare, Julie Haydon, and others. 

© Clyde Ellicott, Chicago; 12Apr47; 

. & 





The citizen saint 


Dailey, Edward Vincent, 1905- 

The citizen saint; the life and miracles of Saint Frances 
Xavier Cabrini, by Edward V. Dailey ... Chicago, Ill. (Clyde 
Elliott publications, 1947, 
(32) p. illus. (incl. ports.) 23™ 


Text on p. (3) of cover. 


I. Title. 


BX4700.C13D3 922.273 47-21351 
© 27Mar47; Clyde Elliott publications, Chicago; AA49390. 


Library of Congress ee (2) 


1. Cabrini, Frances Xavier, Saint, 1850-1917. 





Citizen saint. 


- M1508 
ORLOB, HAROLD, 

(Citizen saint) Saint Franees Cabrini; 
words: & music by Harold Orlob, 
from ‘see [the] motion picture 
Citizen saint. New York, Milton 

Music Cog © Harold Orlob, New 

- York; 2lDech6 ; BP11605. For 
voice and piano, E 


i Peetce Il, Titles Cistase 


Saints 


ey xM1508.9 © 


Music Cat, 





CITIZEN Sears. AA227261. SEE 
Sears, Roebuck and Company. The 
story of Sears in America. Wo. 6. 





CITIZEN Straus. DY2)\395. SEE The Cavalcade 
of America (Radio program) Wo. $51. 





A citizen thinks of his government. 


MORRIS, CHARLES GOULD. 
A citizen thinks of his government. 220 p, 
© Dorrance & Co.,, inc., Philadelphia; 
8Nov50; A52499, 


I, Dorrance and Co., inc, 


Library of Congress 
Copyright Office 





Citizen Thomas More and his Utopia. 


AMES, RUSSELL. 
Citizen Thomas More and his Utopia. 
230 p. © Princeton Univ. Press, Prince- 
ton; 2Feb49; A29841. 


I. Princeton University Press. 


Library of Congress 
Copyright Office & 





Citizen Tom Paine. 


Fast, Howard Melvin, 1914— 

Citizen Tom Paine, by Howard Fast, with illustrations by 
A. Derso; introduction by Carl Van Doren. Cleveland and 
New York, The World publishing company ,1946, 

5 p. 1, 138-302 p. illus. 193*. (Half-title: The Living library) 


1. Paine, Thomas, 1737-1809—Fiction. 1. Title. 


PZ3.F265Ci 5 46-8603 
© illus. and introd., 100ct46; publisher, Cleveland; A8064. 


Library of Congress 





Citizen 13660. 


Okubo, Miné. 
Citizen 13660; drawings & text by Miné Okubo. New York, 
Columbia university press, 1946. 


4p.1,3-209p. illus. 244™. 
20Sep6; 2c 23Augh6; publisher; 


A 63350. 


1. U. S. Tanforan assembly center, San Bruno, Calif. 2. U.S. Relo- 
cation center, Topaz, Utah. 38. World war, 1939-1945—Evacuation of 
civilians. 1. Title. 


A 46-21 


Columbia univ. Libraries 
for Library of Congress ee D805.0504 


(15,+ 940.547273 





Citizens and educational policies. 


EDUCATIONAL POLICIES COMMISSION. 
Citizens and educational policies. [James 
B. Conant, chairman] [Washington] 1951. 
19 p. © National Education Association 
of the United States; 20Jun51; A57005. 


I. Conant, James B. 
Il. National Education Association of the 
United States. 


Library of Congress & hmp/ *. 


Copyright Office AUG 10 195] 





Citizens and Southern national bank. 

He saved $45,000 Zor his children, and made 
his family's future more secure. [Athens, Gas, 
ete., 01947] . 

fulder.  22ems 


@© Re Pe Purse, jrs, Chattanoogas 1SJan47; 
AA5UB96 « 


& Cl 5+5-47 





CITIZENS & SOUTHERN NATIONAL BANK. 
The importance of careful planning. 
Folder. ©R. P. Purse, jr.; 





CITIZENS AND SOUTHERN NATIONAL BANK. 
A way to accomplish your purpose 
now. Folder. R. P. Purse, jr; 


15JanlS; AAT &786. 





The citizens and Southern National 
Banks SEE American Institute of 
Management. 





Citizens bank of Riverdale. 
Banking facts. [By. David A. Coe 
and Claire Craig McMullen] (Washington, 
D. Ce, The Aetna press, 197] 
cover=-title, S p. 2lom. 


© revision, C. Craig McMullen, 
Washington, D. C.; 28Reb7; AAl.6591. 


afp 31Marl7 





CITIZENS* CIVIC COMMITTEE, INC. 

What is the Citizens’ Civic 
Committee, ince? Folder. illus. 
© The Citizens’ Civic Committee, 
ince; 12Jul52; AA220565~« 





CITIZENS' CIVIL COMMITTEE, INC. 

What is the Citizens' Civic 
Committee, inc.? Folder. illus. 
© The Citizens’ Civic Committee, 
ine.3 12Ju152; AA220565. 





Citizens' Committee on Children of New York City, inc. 


KAHN, ALFRED J. 

Police and children; a study of the Juvenile 
Aid Bureau of the New York City Police 
Department. 83 p. © Citizens' Commit- 
tee on Children of New York City, inc., 
New York; 1Aug51; A57826. 


I, Citizens! Committee on Children of New 
York City, inc. 


Library of Congress eo 4 bet 4951 
Copyright Office AUG au 





Citizens' committees in the public schools. 


HAMLIN, HERBERT MCNEE. 
Citizens’ committees in the public schools. 
[Danville, Ill., 1952] -306 p. _ illus. 
© The Interstate Printers & Publishers, 
inc., Danville, Ill.; 24Jan52; A63137. 


I. Interstate Printers and Publishers, inc., 
Danville, Il. ; 
19 1952 


Library of Congress Se 
Copyright Office br/r . 





CITIZENS* CONFERENCE ON GOVERNMENT 
MANAGEMENT » 

Proceedings x Denver, Colorado, 

November 18, 19, 19) 98. Edited 


by Troy R. Westmeyor. 167 pe 
© Universi roe Denver Press; 


Decl, 5 3916 





Citizen co-operation for better public schools. 


NATIONAL SOCIETY FOR THE STUDY OF 
EDUCATION. COMMITTEE ON CITIZEN 
CO-OPERATION FOR BETTER PUBLIC 
SCHOOLS. 

Citizen co-operation for better pub= 
lic schools. Prepared by the Year= 
book Committee: Edgar L. Morphet 
(Chairman) [and others] Edited 
by Nelson B. Henry. Distributed 
by the University of Chicago Press. 
304 p. © Nelson B. Henry, sec= 


A126069. ty (Cont'd. next cd.) 
Library of Congress 14 
Copyright Office 





NATIONAL SOCIETY FOR THE STUDY OF 
EDUCATION. COMMITTEE ON CITIZEN 
CO-OPERATION FOR BETTER PUBLIC 
SCHOOLS. 


Citizen co-operation for better pub= 
lie schools. Card 2. 


retary of the society; 16Jan54; 
A126069. 


I. Morphet, Edgar Leroy. 
Il. Henry, —_ ed. 


Library of Congress 


Copyright Office 1A 





Citizens’ fact finding movement of Georgia. 

Georgia facts in figures, a source book, by the Citizens’ fact- 
finding movement of Georgia. Athens, The University of 
Georgia press, 1946. 

2.p. 1, vii-xviii, 179 p. illus. (maps) diagrs. 28 x 214™. 


Page 179 mounted on p. ,3) of cover. 


© 5-6-l.63; 2 ¢ 5-7-6; Citizen's fact- 
finding movement of Georgia, Atlanta; 
AA 12258, 


1. Georgia—Stat. I. Title. 


46-6758 


Library of Congress & HA326.C5 
a 317.58 





Citizens fidelity bank and trust co., claimant 
Miss Mink's soldier and other stories, by Alice 
Hegan Rice. 3294. $ 


egn 273an47 





Citizens fidelity hank and trust co., claimant. 


Shadowy thresholds, by Cale Young fice. 
811772. 


egn 17Feb47 





Citizens fidelity bank and trust co., claimant 
Songs to A, H. Re, by Cale Young Rice. 3306, 


egn 27Jan47 





Citizens fidelity bank and trust co., claimant 
Wraiths and realities, by Uale Young Rice. R496. 





PIDELITY FARE AND TRUST COMPANY, 


wrt CVT 
btints eat a aly ne 


The mbther of Jesuds SREw 


Ro! aptmnns lesnint hat ¢ 3}, 
DOGP LUC, AYGHLDasG woOmMals, 


The mother of Jesus, 8102990, 





“CIVIZENS FIDELITY BANK AND TRUST COMPANY , 


LOUISVILLE, ghee 
Winners and losers. Siz 
Rice,Cale Young. 


Winners and losers. R10355l. 





CITIZENS FIDELITY BANK 
Youth's way. 
Cale Young. 
way. R75h2. 





Citizens for the new world. 


POWELL, OLIVER. 

Citizens for the new world, a course for 
older young people and adults. Teacher's 
ed. Boston, Pilgrim Press [1953] 

66, 92 p. (Pilgrim series) © Fred D. 
Wentzel; 16Feb53; A79978. 


I. Wentzel, Fred D. 


Library of Congress 
Copyright Office 





CITIZENS FOR THE NEW WORLD. ATIIT9« 


SEE Powell, Oliver. 





CITIZENS GAS & COKE UTILITY. 
SEE 
GAS FLAME. 


S Library of Congress 


Copyright Office 





Citizens gas & coke utility, claimant. 
Courtesy always. 
10° «= S". 


Photographic print. 
"Pioto by C. Spellman, jr." 


Appl. claimant; City of Indianapolis 
(d.b.a. Citizens gas & coke utility) 
©le 9-16-l.6; Indianapolis; J 1632. 


mrm 11-1))-)6 





CITIZENS Gas and Coke Utility of Indianapolis. 
faken for granted. DU23577. SEE Wilding 
Picture Productions, inc. 


Oy sep 19 1951 


\ 





CITIZENS General lHoapital, New Kensing= 
ton, Pas SEE New Kensington, Pas 
Citizens General Hospital. 





THE CITIZENS gifts plene AA227236- 
SEE Mann, Walters 





CITIZEN*S HANDBOOK FOR THE COLD WAR. 
A9),6034 SEE Townsley, Floyd Wayne. 





Citizens handbook of Montgomery 
County, Maryland, 1953. SEE Allied 
Civic Group, inc. 





A citizen's handbook of sexual abnormalities and the 
mental hygiene approach to their prevention. 
HARTWELL, SAMUEL WILLARD. 

A citizen's handbook of sexual abnormali- 
ties and the mental hygiene approach to 
their prevention; a report of the Gover- 
nor's Study Commission on Sex Deviates. 
[Washington, 1951] 70 p. © Public 
Affairs Press; 110ct51; A62106, 


I, Michigan. Governor's Study Commission 
on Sex Deviates. II, Public Affairs Press. 


JAN 24 1952 
Lib re 
bray of Congress sh/r 





A citizens' handbook of sexual abnormalities and the 


mental hySiRR WELL. SAMUEL WILLARD, 


A citizens' handbook of sexual abnormali- 
ties and the mental hygiene approach to 
their prevention; a report to the Commit- 
tee on Education of the Governor's Study 
Commission on the Deviated Criminal 
Sex Offender, State of Michigan, [Lan- 
sing, 1950] 71 p. © Samuel Willard 
Hartwell; 110ct50; A48403. 


I, Michigan. Governor's Study Commission 
on the Deviated Criminal Sex Offender. 


Library of Congress 
Copyright Office e egm/r 





CITIZENS* HO! SING AND PLANNING 
COUBCIL OF EEW YORE, INC. 
It's easier ‘pal id than dones 

SEE Robbins, Ira S-« 





CITIZENS* Housing and Planning Council of 
New York, inc. 
The story of Jacob A. Riis. DP19371. 
SEE Denker, Henry. 





CITIZENS* HOUSING AND PLANNING COUNCIL 
OF NEW YORK, Inc. © 
What every landlord and tenant 
should know. New York cl195ls 
lv. © 16Nov51; Aal97980. 





CITIZE'S* Housing and Planning Council 
of New York, incs SEE CHPC directory 
of largeescale rental housing in 
New York City and review of housing 
and urban fedevelopment lesislation 





CITIZENS* HOUSING AND PLANNING COUNCIL 
OF NEW YORK, INC. SEE 
Directory of large-scale rental 
housing in New York City. 





CITIZENS IN A DEMOCRACY. SEE Citizenship. 
JP1621. 





Citizens in action 


Mockler, Ethel, 1897- 


Citizens in action; the Girl scout record, 1912-1947, by Ethel 
Mockler. New York, N. Y., Girl scouts national organization 
1947, 


131 p. incl. front., illus. (incl. ports.) 23™. 


1. Girl scouts. 1. Title. 
HS3353.G5M6 369.46 47-21614 


© 20Mar47; Girl scouts national organization, New York; 
AA48688. 


Library of Congress & i 





CITIZENS INDEPENDENT TELEPHONE 
COMPANY» 
Rushville, including Glenwood 
and Milroy telephone directory. 
Dece 1952e Rushville, Ind. 
c19523 lve © Citizens In- 
dependent Telephone Coe; l1Dec52; 


~ AA2281)8.. 





CITIZENS INDEPENDENT TELEPHONE 
COMPANY © 


Rushville telephone directory, in- 
cluding Glenwood and Milroy. 
Dec. 1951. Rushville, Ind. cl95ls 
lv. © 2yNov5l3; AAl199626. 





Rushville telephone directory, 
including Glenwood and Milroys 
Dec50. 22Novge AAL68533.~ 


CITIZENS INDEPENDENT TELEPHONE COMPANY © 





CITIZENS INDEPENDENT TELEPHONE 
COMPANY 7. 
Rushville [Ind.] telephone di« 
rectory 


Dealid.. "© Ines: AAL3L.628. 





Citizens Independent Telephone Company. (€) 
Rushville [Ind.] telephone directory, 
including Glenwood and Milroy. 


Dec48. (C) 29Nov; AA101451. 





CITIZENS INDEPENDENT TELEPHONE COMPANY. 
{Télephone directories] © citi- 
zens Independent Telephone Co. 
Rushville, including Glenwood 
and Milroy telephone direc- 
tory. 
Dec535« © 1Dec; Al15928. 





CITIZENS INDEPENDENT TELEPHONE COMPANY. 
[Telephone directories] © Citizens 
Independent Telephone Co. 
Rushville, including Glenwood and 
Milroy telephone directory. 
DecSi. © 1Dec; A163269. 





CITIZENS INDEPENDENT TELEPHONE COMPANY, 
{Telephone directories] © Citizens 
Independent Telephone Co. 
Terre Haute, including North Terre 
Haute, Seelyville and West Terre 
Haute telephone directory. 
DecSi. © 26Nov; Al63101. 





CITIZENS INDEPENDENT TELEPHONE 

COMPANY ©. 

Terre Haute [Inds] telephone die 
rectory, including North Terre 
Haute, Seelyville and West Terre 
Hautes 
DechI. © 23Nov; AAL3):501~ 





SITIZEYS TYDEPEYDENT TELEPHONE COMPANY Ge 


ferre Haute, including North Terre 
Haute, Seelyvilie ard West Terre 
Haute telephone directory. Octe 1951. 
Terre Haute, Inds c19512 1 ve 
© 100et51; AA196817-< 





Terre Haute telephone direc- 
tory, including North Terre Haute, 
Seelyville and West terre Haute. 
Jun50. © 2GMfay; 4A156272,. 


CITIZENS INDEPE 
COMPANY ©, 





Terre Haute, inciuding North 
Terres Haute, Seelyville and 
West Terre Heute telerhone 
directory. , 
Dec5O. © 15Novs AA1G7165. 


CITIZENS INDEPENDENT TELEPHONE Com PANY ©. 





CITIZENS INDEPEXDENT TELEPHONE 

COMPANY « 

Terre Haute, including North 
Terre Haute, Seelyville and 
West Terre Haute telephone 
directory. DeGe 1952. Terre 
Haute, Inde £19522 1 Ve 
© Citizens Independent Tele- 
phone Coes 15Nov52; AA&227917- 





CITIZENS INDEPENDENT TELEPHONE COMPANY. 
Terre Haute telephone directory, 
including North Terre Haute, 
Seelyville and West Terre Haute. 
dJume 1952. lv. © Citizens 
Independent Telephone Co.; 
18Jul52; AA217 ° 


ap 





CITIZENS INDEPENDENT TELEPHONE 

COMPANY. 

Terre Haute telephone directory, 
including North Terre Haute, 
Seelyville, and West Terre Haute. 
June 1953. Terre Haute, Ind. 
c19532 lv. © Citizens Inde- 
pendent Telephone Co.; 1Jun53; 
A94516. 





CITIZENS INDEPENDENT TELEPHONE 

COMPANY, 

Terre Haute telephone directory, 
including North Terre Haute, 
Seelyville, and West Terre Haute. 
June 1954. © Citizens Inde- 
pendent Telephone Co.; 27May5i3 
4139937. 





CITIZENS JEWELRY COMPANY. 
cit diamond jewelry. 
Atiante 19532 31 p. illus. 
Appl. authors H. Roy Kaye 
© Citizens Jewelry Co.; 7 30Mers3; 
ABLLIS« | 





Citiszents loyalty pledge. SEE 
Salyer, Charles Alfred. 





A 235 





Citizens médical reference bureau, 
inc., claimant. 


Anderson, Harry Bernhardt, 1887- 


Public health the American way, by H. B. Anderson. New 
York, ys Ye ue medical reference bureau, inc. ,°1945. , 


© 1-9-6; 2c 1-11-6; Citizens medical 


reference bureau, inc., New York; A 235. 


1. Medicine, State—U. S. 2. Insurance, Health—U. S. 3. Hygiene, 
Public—U. S. I. Citizens medical reference bureau, New York. 11. 


Title. 
S G 46-89 
U.S. Surg.-gen, off. Libr. 


for Library of Congress ° " RA894.448 
115,t 614.2 


CITIZENS NATIONAL MERCHANDISE DIVI~ 
» INC. 

$100.00 extra every month for you, 
the first National dividend, how 
to get yours. clst ed-3 Washing- 
ton, De Ce 19523 63 Pe illus. 
cAppl. authors: Roy G. Owens, 
Lawrence We. Allen, Lester 0. 
Wisler and Willis Allens © Cit- 
izens National Merchandise Divi- 
dends, ince; 7Mar52; AA22975. 





CITIZENS NATURAL RESOURCES ASSOCI- 
ATION OF WISCONSIN, 
Keep our wildlife refuges inviolate. 
SEE Gromme, Owen ds 





Citizens now. 


KRUG, EDWARD AUGUST. 

Citizens now; civics for young citizens, by 
Edward Krug and I, James Quillen. [An 
abridgment, with additions, of Living in 
our communities] Chicago, Scott, 
Foresman [1952] 356 p. illus. (Basic 


curriculum social studies) © on abridg- 
ment, with additions; Scott, Foresman and 
Co.; 19Aug52; A69596. 


I, Quillen, Isaac James, joint author. 
Il. Scott, Foresman and Company. 


Library of Congress 
Copyright Office 





Citizens of the world. 


BARR, STRINGFELLOW. 

Citizens of the world. Pref. by William O. 
Douglas. [lst ed.] Garden City, N. Y., 
Doubleday, 1952. 285 p. © Stringfellow 
Barr; 300ct52; A72114, 


I, Douglas, William O, 


Library of Congress 
Copyright Office 





CITIZENS prep 
AAZ1 1682 ~2 
Casualty In 





CITIZEN'S PUB. CO. 
See 


The Gitizen. 


e Library of Congress 
Copyright Office 





CITIZENS RESEARCH COUNCIL OF 

MICHIGAN, 

Reapportionment of the Michigan Legisla- 
ture. [Report by Charles W. Shull & 
Eldon W. Sneeringer] Lansing, 1952. 
1011. illus. (Its Report no, 175) 


© Citizens Research Council of Michigan; 
16Jun52; A68183, 


I. Shull, Charles William, 
II, Sneeringer, Eldon Woerth, 


Library of Congress 
Copyright Office 





CITIZONS PRS ARCH COUNCIL OF MIORIGANe 
rates of American cities. 
cArttcles {tn Natfonel muonticipal 
review, Janse 1952, p- 18-37) 
cAppl.« author: Richard Anderson 
Wares © Citizens Rescarch Council 
of Michigans 15Jan52; B5-2028s 





CITIZENS RESEARCH COUNCIL OF MICHIGAN. 
Tax rates of American cities. 
tarticles (In National mnici- 
pal review, Jan-, 1953, pe 17-c3353) 
Appl. author: Richard Anderson 
Ware. © Citizens Research 
Council of Michigan; 16Jan53; 


B5=23761.- 





CITIZENS RESEARCH COUNCIL OF MICHIGAN. 
Tax rates of American cities. (In 
the National municipal review, 

Janse 1954, pe 1633 Appl. 
author: Richard A, Ware, 

© Citizens Research Council of 
Michigan; 15Jan5h; B5-26891. 





CITIZENS* SOCIAL ACTION WORKSHOP OF LOS 

ANGELES. 

The challenge of work democracy, 
From drafts prepared by Jesse Hy Har- 
vey. 29 pe (Worke-democracy ser, 
no. 1) © The Citizens’ Social 
Action Workshop of Los Angeles; 
20Dec503; AA170895. 


JAN 2° 1951 





The citizen's stake in price control, 


BRADY, ROBERT ALEXANDER. 
The citizen's stake in price control. 
Paterson, N. J. [1952] 161 p. illus. 
© Littlefield, Adams & Co.; 2Jan52; 


A62803. 


I, Littlefield, Adams and Company. 


FFR 2 1959 


Library of Congress “ vp/r 
Copyright Office 





CITIZENS STATE BANK, KEENESBURG, 
COLO. ; 


An elephant never forgets. cAdv.2 
(In Keene Valley sun, Keenes¥urg 
Golo., Dec. 18, 1952, p. k) : 
Appl. author: Maynard Vincent 

- Jacobson, Loren Maynard Jacobson 
and John R. Somerville. © Rocky 
Mountain Booking Co.; 18Dec52; 
BS5-23560. 

e 





= STATE BANK, KEENKSBURG, 

It*s not the size that's most 
important. cAdv.2 (In Keene 
Valley sun, Keenesburg, Colo., 
Dec. ais, 1952, De 6) Appl. 
authors: Maynard Vincent Jacobson, 
Loren Maynard Jacobson and John 
R- Somerville. © Rocky Mountain 
Booking Co.3; llpecS2; B5-23559. 





Citizens survey their school needs. 


POND, MILLARD ZIMMERMAN. 

Citizens survey their school needs; 
a description and analysis of the 
survey activities of citizens in 
three adjacent school districts 
in Ohio, by Millard Z. Pond and 


Howard Wakefield. 118 p. © Col- 
lege of Education, Ohio State Uni- 
versity; 130ct54; A161280. 


I. Wakefield, Howard, joint author. 
II. Ohio. gau@peation. Columbus. 


COnLEes Rie rego ation. DA 


Copyright Office 





Brevard, NW. C. telephone 
directory 
DecSle © 29Novs AAZOOZ39> 


CITIZENS TELEPHOWE COMPANY ©. 





CITIZENS TELEPHONE COMPANY. 
Brevard, Ne Ce, telephone directory, 
Supplement. Aug. 1952. Polder 
(3 pe) © Citizens Telephone Co.3; 
6Aaug523 AA219661. 





CITIZENS TELEPHONE COMPANY. 
Brevard, N. C., telephone directory. 
Dec. 195 53. © le Me Berry & CO. 


linov533; A113426. 





CITIZENS TELEPHONE COMPANY. 

Brevard, Rosman, N. C., telephone 
Girectory. Dec. 1954. © Citi- 
zens Telephone Co.; 18Nov5\; 
4162195. 





Elk Grove, California telephone 
directory. cCompiled by 
General Telephone Directory 
Coe2 
Nov52-e © on revisions; 

iNov; AA226991. 


CITIZENS UTILITIES COMPANY OF CALIFORNIA ©- 





CITIZENS TELEPHONE COMPANY C. 
Kempton telephone directory. 
Octe 1950. Ive WY 110ct503 
aa1e6o7be 


NOV 17 1950 





CITIZENS TELEPHONE COMPANY. 
Kempton telephone directory. 
Octe 1952. 1 We © Le Me 
Berry & Coes 30Sep52; AA223903- 





CITIZENS TELEPHONE COMPANY, 
{Telephone directories] © Le Ms 
Berry & Co. 
Kempton telephone directory. 
Oct53. © 29Sep; A107929. 





CITIZENS TELEPHONE COMPANY. 
Kempton telephone directory. Oct. 
1954. © Citizens Telephone Co.; 
80ct54; A157321. 





—o TELEPHONE COMPANY, Brevard, 
Ne Ce 
Brevara Ne Ce telephone directory. 
« 1952. lve © Citizens 
Telephone Company; 25Nov52 3 





Gallatin, Grant, Pendleton Counties, 
Kentucky cand others: telephone 
Girectorys cAppls author; 

Re Re Donnelley Corpes 
Summer 19526 © 28Juns3 AA2161736 


CITIZENS TELEPHONE COMPANY, INCe ©. 





CITIZENS TELEPHONE COMPANY, INC. ©. 
Gallatin, Grant, Pendleton counties [Ky.] 
telephone directory. 


Winter, ate “46. © 27Dech5; AAlh57. 
© 25Junk6; AAL5 ei 

tate: 47. © 28dech6; aah2iho. 

© 235u1h7; AA59\03. 


1 atg -48. © 29Dech7; AA71655. 
© 30Jun;  aa87478. 
Winter, on 49. © 27Dech8; Aa102993. 





CITIZENS TELEPHONE COM! a» 
Gallatin, Grant, Pendleton Counties 
[Kye, and others] telephone di 


tory 
, 


rec= 


— 


Mt bisa han } (Fe » = AAAI OO}. 
Ul er ee Se . bee Pe 121 er 





CITIZENS TELEPHONE COMPANY, INC. ©. 
Gallatin, Grant, Pendleton Counties, 

Kentucky {and others] telephone 

directory. Sumer 1950, 1 Vv. 


© 303un50; AA156067. 





CITIZENS TELEPHONE COMPANY, Inc. © 
Gallatin, Grant, Pendleton Counties, 
Kentucky [and others] telephone 
directory. Summer 1951. 48 p. 
© 23u151; Aai8753. 





CITIZENS TELEPHONE COMPANY,. INC. 
Gallatin, Grant, Pendleton Counties, 
Kentucky [and others] telephone 
directory.. Summer 1952.. 1 v. 
{Appl. author: R.. R.. Donnelley 
Corp.] © Citizens Telephone 
Go., inc.s; 28Jun52; AA216173. 





CITIZENS TELEPHONE COMPANY, IWC. 
Geliatin, Grant, Pendleton Counties, 
Kent » tele directory. 
Swaner 9536 8 Pe Appl. 
author: R. R. Donnelley Corp. 
© Citizens Telephone Co., ince; 
27Jun533 A97691. 


°@ 





CITIZENS TELEPHONE COMPANY, INC, 
Gallatin, Grant, Pendleton Counties, 
Kentucky, telephone directory. 
Summer 1954. Appl. author: R. H. 
Donnelley Corp. © Citizens Tele- 
phone Co., ine.3; 26Jun5h; A1\5361. 





CITIZENS TELEPHONE COMPANY, Inc, G 
Gallatin, Grant, Pendleton Counties, 
Kentucky {and others] telephone 
directorye 
Winter 191991950. © 431Dech9; 
AA138359 





CITIZENS TELEPHONE COMPANY, Inc. ©. 
Gallatin, Grant, Pendleton Counties, 
Kentucky telephone directory. 
Winter 1950-1951. 52 p. © 28Dec50; 
AA170835. 





CITIZENS TELEPHONE COMPANY, INC. 
Gallatin, Grant, Pendleton Counties, 
Kentucky telephone directory. 
Winter 1951-1952. kg p. © Citizens 
Telephone Co., inc.; 31Dec51; 
AA201761. 





GITIZENS TELEPHONE COMPANY, INC. 
Gallat Grant, Pendleton Counties, 
Kentue telephone directory. 
Winter 1952-1953. 8 pe Appl. 
author: Re Re Donnelley Corp. 
© Citizens Telephone Company, 
ince; 22Dec523 A73900. 





CITIZENS TELEPHONE COMPANY, INC. 
Gallatin, Grant, Pendleton 

Counties, Kentucky, telephone 
directory. Winter 1953-5). 
48 p. Appl. author: R. R. 
Donnelley Corp. © Citizens 
Telephone Co., inc.; 2\Dec53; 
A12098},. 





CITIZENS TELEPHONE COMPANY, INC. 
cTelephone directories; © Citi- 
zens Telephone Co., inc. 
Gallatin, Grant, Pendleton 
Counties, Kentucky, telephone 
directory. 
Winter 1954-1955. © 22Nov5h; 
A166279.- 





CITIZENS TELEPHONE COMPANY, INC, 
Greater Cincinnati telephone direc- 
tory. SHE Cincinnati and Sub- 
urban Bell Telephone Company. 





CITIZENS TELEPHONE COMPANY, INC. C. 
{Telephone directories] 





Citizens telephone company of Cley county. 
Brazil, Center Point bend) Clay City [Telee 
phone directory] July 1946. Brazil, Ind., 1946] 


@ Tat 465 2e 12-463 Citizens telephone ! 
company of Clay county, Brazil, Ind.s; 4A20600. 


27TApr47 re 





CITIZENS TELEPHONE CO. OF CLAY 
’ COUNTY G, Brazil, Ind. 
Brazil, Center Point [and] Clay 
City [telephone directory]. 
qui, g 3Julk73; AaA58371. 
©13Ju2; AA88057. 


Jul 





CITIZENS TELEPHONE COMPANY OF CLAY 
COUNTY, Inc. ©. 
Brazil, Center Point, Clay City 
{Ind.] telephone directory. 





CITT ZENS THT TPT AY. 
COUNTY, TNG a ! COMPANY or of 
Bre $ < 7 Ss , 
ane © tenter Point, Clay 
ne wom _ 19 oS (3) aire o Bo fe 
arteoses, « lve © 2augso; 


sep 14 1950 





CITIZENS TELEPHONE COMPANY OF CLAY 
COUNTY, xINc, © 
Brazil, Center Point, Clay Citys, 
Indiana telephone directory. 
Sapte 195). lve © 28aug5ly 


91989» 





CITIZEN'S TELEPHONE COMPANY OF CLAY 
COUNTY, INC. 
Brazil, Center Point, Clay City 

telephone directory. sept. 1952. 
lv. © Citizengs Telephone Co. 
of Clay County, incs; 27AugS2;3 
AA221111,. 





CITIZENS TELEPHONE COMPANY OF CLAY 

GOUNTY, INC. 

Brazil, Genter Point, Clay City 
telephone directory. Sept. 1953. 
{Compiled by General Telephone 
Directory Co.] © on revisions; 
Citizens Telephone Co, of Clay 
County, inc.; 1Sep53; A114613. 





CITIZENS TELEPHONE COMPANY OF CLAY 

COUNTY, INC- 

Brazil, Center Point, Clay City 
telephone directory. Septe 195k. 
cCompiled by General Telephone 
Directory Co.2 © Citizens 
Telephone Co. of Clay County, Ince; 


1SepS; A155402. 





CITIZENS UTILITIES COMPANY OF CALIFOR- 


BIA 

Alturas, Burney, all of Modos 
County, and sections of Shasta 
and Lassen Counties Sige ve 
directory. June 1953. [Compiled 
by General Telephone Directory 
Cos} Lvs © on revisions; 
Citizens Utilities Co. of Califor= 
nias; 1Jun53; A97509. 





CITIZENS UTILITISS COMPANY OF 
CALIFORNIA © 
Ferndale, California telephone di- 
rectory. Wov. 1951. 1 v. 
© 1Nov51; AA200)65. 





CITIZENS WEILITIES COMPANY OF 

CALIPORNIA. 

Perndale, California, telephone 
directory. Sept. 1952. cCompiled 
by General Telephone Directory Co.3 
lv. © on revisions; Citizens 
Utilities Co. of Californias lsep52; 
AA222723.~ ~ 





Nedoe County and sections of Shasta 
and Lassen Counties telephone 
directory. [Appl. author: 
General Telephone Pirectory Co.) 
Jun52 « on revisions; lJun; 

AA216160,. 


CITIZENS UTILITIES COMPANY OF CALIFORNIA Cy 





CITIZENS UTILITINS COMPANY OF CALIPORNIA- 
Rio Vista, California telephone 
Girectorys Apre 1952+ 1 Ve 
cApple author: General Telephone 
Directory Coen © on revisions; 
Citizens Utilities Co. of Celi- 
fornia; lAprS2; AA2101,28. 





Rio Vista, California. telephone 
directory. cCompiled by 
General Telephone Directory 
Cos3 
Nov52. © on revisions; lNov; 

AA22699- 


CITIZENS UTILITIES COMPANY OF 
CALIFORNIA @. 





Susanville, all of Lassen County 
and sections of Plumas and 
Tehama Counties telephone 
directory. cCompiled by 
General Telephone Directory 


© on revisions; iNov; 


CITIZENS UTILITIES COMPANY OF 


CALIFORNIA ©. 





CITIZENS UTILITIES COMPANY oF 
CALIFORNIA. : 
{Telephone directories] © Citi- 

zens Utilities Company of 
California. 





CITIZENS UTILITIES COMPANY oF 
" CALIFORNIA. 

[Telephone directories. Compiled 
by General Telephone Directory 
Coe] © Citizens Utilities Co. 
of California. 

Alturas, Burney, ali of Modoc 
County and sections of Shasta 


and Lassen Counties telephone 
directory. 
JunSie © lJun; Alh3880. 





CITIZENS UTILITIES COMPANY oF 
CALIFORNIA. 
{Telephome directories] © Citizens 

Utilities Co. of California. 

Elk Grove, California telephone 
directory. [Compiled by 
General Telephone Directory Coe] 
Nov53. © on revisions; lNov}s 

A117086. 





CITIZENS UTILITIES COMPANY OF 
CALIFORNIA. 
cTelephone directories; © Citizens 

Utilities Co. of California. 

Elk Grove, California, telephone 
directory. cCompiled by General 
Telephone Directory Co.3 
Nov54. © 1Novs A16,081.. 





CITIZENS UTILITIES COMPANY OF 

CALIFORNIA, 

{Telephone directories] © Citizens 
Utilities Co. of California. 
Perndale, California telephone 

directory. {Compiled by General 

Telephone Directory Con] 

Sep53. © on revisions; 1Sep; 
4114639. 





aoe UTILITIES COMPANY OP CALIPOR-]- 
cTelephone directories. Compiled 
by General Telephone Directory 
Cosa §4«§6. Citizens Utilities Co. 
of California. 
Perndele, California, telephone 
directory 
Sep54. © 1Seps Al5510. 





CITIZENS UTILITIES COMPANY oF 
CALIFORNIA. 
{Telephone directories] © Citizens 

Utilities Co. of California, 

Rio Vista, California telephone 
directory. [Compiled by 
General Telephone Directory Co.) 
Nov53. © on revisions; lov; 

A117088, 





CITIZENS UTILITIES COMPANY OP 
CALIFORN IA- 
cTelephone directories; © Citizens 

Utilities Co. of California. 

Rio Vista, California, telephone 
directory. cCompiled by General 
Telephone Directory Co.3 
Nov54- © 1Novs A16,072. 





CITIZENS UTILITLES COMPANY OP 

CALIPORNIA. 

{Telephone directories) © Citizens 
Utilities Co, of California, 
Susanville, all of Lassen County, 

and sections of Plumas and 
Tehame. Counties telephone 
directory. [Compiled by General 
Telephone so gsontrpd f Cost 

© on revisions; lNov; 





CITIZENS UTILITIES COMPANY OF 

CALIFORNIA. 

[Telephone directories] © Citizens 
Utilities Co. of California. 
Susanville, all of Lassen County, 

and sections of Plumas and 
Tehama Counties telephone direc- 
tory. {Compiled by General 
Telephone Directory Co.] 

OctSh. © 10ct; Al600\2. 





Citizens workbook for evaluating school 
DPENDBSS -saACcK LYLE. 

Citizens workbook for evaluating school 
buildings, by Jack L. Landes and Merle R. 
Sumption. Dubuque, W. C. Brown Co. 
[1951] 391. © Jack Lyle Landes & 
Merle Richard Sumption; 31Dec1951; 
A65183. 


I, Sumption, Merle Richard, joint author. 


Library of Congress /r 
Copyright Office - 





CITIZENSHIP (Filmstrip) Curriculum Films, 1950.' 
8 filmstrips in 1 roll, color, 35am. Third 
edition. 

With teacher's manual. 

Summary: Explains the rightsand obligations 
of citizens in a democracy. For middle 

Contents: Citizens in a Democracy. ai tr. 
--Freedom of Worship. 21 fr.--How Laws 
Protect the Citizen. 43 fr.--Being Actime in 
the Government. 47 fr.--Freedom of Speech. 
35 fr.--Education in a Democracy. 28 f 
--How Government Helps the People. 
--Test on Rights and Duties. 28 fr. 

Eastman coler. 

© Curriculum Pilms » Ince; 15Dece50; 
JP1621. 





CITEZENSHIP, by Ela Cannon Levis. 
© 29J3an23, A696277. #858591, 14Feb50, 
Elle Cannon Levis (A) 


MAR - 3 1950 





Citizenship. 


Sherwood, Henry Noble, 1882— 

Citizenship, by Henry Noble Sherwood ... Indianapolis, 
New York, The Bobbs-Merrill company ,1947, 

viii, 456 p. illus. 20™. 

“For further study” at end of most of the chapters. 


1. Citizenship. 2, Community life. 3. U. S—Pol. & govt.—Hand- 
books, manuals, etc. 


H83.845 1947 300 47-703 
© revisions, 2Jan47; 2c 30Dec46; publisher, Indianapolis; 
A9613. 


Library of Congress 





Citizenship and service. 


METER, ARNOLD R. 

Citizenship and service; practicing 
citizenship in out<of<-class activ- 
ities, by Arnold R. Meier [and 
others] 11 p. © Wayne University 
Press; 190ct53; A114963. 


I. Wayne University Press. 


Library of Congress By 


Copyright Office 





= 


As 4 ee —o- eee ee, 
+ *-7aNna ) val shams 
VLULIZENSHALIpP anda 5 1fl ALEDAaMA . 


Jones, Walter Burgwyn, 1888- 

Citizenship and voting in Alabama; a study of the laws of 
Alabama relating to citizenship and voting, with an explana- 
tion of the Constitution of the United States. Montgomery, 
1947. 


164 p. 19cm. 


1, U. S. Constitution. 2. Suffrage—Alabama. 3. Alabama. Consti- 
tution. 


JK273.565 323.61761 47-7704* 
© Walter B. Jones, Montgomery ; 20ct47; A17676. 


(2) 


Library of Congress 





CITIZENSHIP DRAMATIZED, by George A. 
McPheters, Grace J. A. Gleveland and 
© 25Jun21, A61,866. 
George A. McPheters 
Cleveland {A) & 





Citizenship education. SEE Middle 
States Gouncil for the Social 
Studies. 





Citizenship education and the national emergency. 


COLUMBIA UNIVERSITY. TEACHERS COL- 
LEGE,. CITIZENSHIP EDUCATION PROJ- 
ECT. 

Citizenship education and the national 
emergency. New York [1951] 40p. 
(Its Laboratory practice descriptions, K) 
Appl. authors: William S. Vincent & 


Willis Henry Griffin. © Teachers College, 
Columbia University, Citizenship Educa- 
tion Project; 15Nov51; A64077. 


(cont. on next card) 


Library of Congress /r 
Copyright Office 





COLUMBIA UNIVERSITY. TEACHERS COL- 
LEGE, CITIZENSHIP EDUCATION PROJ- | 
ECT: 

Citizenship education and the national... 
(Card 2): 


I. Vincent, William S. 

Il, Griffin, Willis Henry. 
III. Columbia University. Teachers College. 
Citizenship Education Project. 5 


Library of Congress So 
Copyright Office A64077 


jr 





Citizenship education in world affairs, 


COHEN, BERNARD CECIL. 

Citizenship education in world 
affairs. 145 p. © Center of 
International Studies, Princeton 
University; 50ct53; A108506. 


I. Princeton University. Center of 
International Studies. 


Library of Congress i. bj/- 





CITIZENSHIP EDUCATION PROJECT, 
TEACHERS COLLEGE, COLUMBIA 
UNIVERSITY 

SEE Columbia University. Teachers 
College. Citizenship Education Project. 





CITIZENSHIP EDUCATION STUDY, 

DETROIT. 

A curriculum for citizenship, a total school 
approach to citizenship education [by] 
Arnold R. Meier, Florence Damon Cleary 
[and] Alice M. Davis; a report. Detroit, 
Wayne University Press, 1952. 413 p. 
© Wayne University Press; 3Sep52; 
A7T1804, 


Library of Congress aS (Cont'd. om next card) 


Copyright Office jje 





CITIZENSHIP EDUCATION STUDY, 
DETROIT. 
A curriculum for citizenship. (Card 2) 


I, Meier, Arnold R. Il. Cleary, Florence 
Damon. III. Davis, Alice M. IV. Wayne 
University. Press. 


A71804, 


Library of Congress j/e 
Copyright Office 





CITIZENSHIP EDUCATION STUDY, DETROIT. 
= Democratic citizenship and development of 
children, an evaluation framework based 
on criteria for democratic living and de- 
velopmental characteristics and needs of 
boys and girls, by Grace Weston, coordi- 


nator, Elmer F. Pflieger, Mildred Peters 
lane others? Detroit, 1949] © Grace 

la Weston, Elmer Frank Pflieger & 
Mildred Peters; 10Feb49; A29952. 
( Continued on next card) 


Library of Congress 
Copyright Office 





CITIZENSHIP EDUCATION STUDY, DETROIT. 
Democratic citizenship and... (Card 2) 


I, Weston, Grace Leola. 


Il. Pflieger, Elmer Frank. 
Ill. Peters, Mildred, 


A29952 


mds/r 
Library of Congress 
Copyright Office 





CITIZENSHIP EDUCATION STUDY, DETROIT. 
Emotional adjustment, a key to good 
citizenship [by] Elmer F, Pflieger [and] 
Grace L. Weston; areport. Detroit, 1953. 
152 p. © Wayne University Press; 
12Jun53; A96844, 


I, Pflieger, Elmer F. 
Il. Weston, Grace Leola. 
Ill, Wayne University Press. 


Library of Congress 
Copyright Office 





CITIZENSHIP EDUCATION STUDY, DETROIT. 
Schools and the development of good 
citizens [by] Stanley E. Dimond; 
the final report of the Citizen=- 
Ship Education Study. 215 p. 
© Wayne University Press; 4Nov53; 


A116159. 


I. Dimond, Stanley Ellwood. 
II. Wayne University Press. 


Library of Congress me 


Copyright Office 





Citisenship education workshop, 
SES Columbia University, Teachers 
College, Citizenship Education 
Project. 





Citizenship for boys and girls. 


DIMOND, STANLEY ELLWOOD. 

Citizenship for boys and girls. 
Sketches by Yoshiko Ozone. 40 p. 
© Science Research Associates, 
inc.; 5Nov53; A124697. 


I. Science Research Associates. 


Library of Congress @ 
Copyright Office Lf 





Citizenship for new Americans. R912). 
Scott, William Ellison. 




















CITIZENSHIP IN ACTION. 3 gy 
© Teachers College, Columbia University. eed 
[feachers College, Columbia University, 55 West 120th sty, 
New York 27, N. Y. 


2—————————— v. 1, 1953, no. 
2, Jane © 28Jan53; B 424156. 
3, Mar. © 23Mar53; B 424157, 
1%, May. ©) 4May53; B 424158. 
Oo—————————"v. 2, 1953, no. 


M1, Oct. © 190cts3; BE 449559 | 


Continued on new card. See card #4 





“CITIZENSHIP IN ACTION. Pre 
lumbia University. 


secceeecccscerteccsseccscseessscecscserces & 


z a No. 
5 Loonby 





D pub. 2091. 


Citizenship in action, 


Shloss, Gertrude B. 


@ MSH 3-22-h6. 





Citizenship in Detroit. 


DETROIT. PUBLIC SCHOOLS. DEPT. OF 

SOCIAL STUDIES. 

Citizenship in Detroit, a source book on 
Detroit's civic life. 4thed., rev. [Pre- 
pared under the supervision of Stanley E. 
Dimond. M. E. Beamer, application 


author] Detroit, 1949. 274p._ illus. 
(Detroit. Public Schools. Publication no. 
273) © on revision; Stanley E. Dimond 

& Miles Eldean Beamer; 16Nov49; 


Library of Congress in 
Be os (continued on next card) 
mds/r 





DETROIT. PUBLIC SCHOOLS. DEPT. OF 
SOCIAL STUDIES. 
Citizenship in Detroit... (Card 2) 


I. Dimond, Stanley Ellwood, ed. 
II, Beamer, Miles Eldean. 


A40003 


mds/r 


Library of Congress 
Copyright ice 





AA 14560 
. Citizenship in Detroit. 
see 


Barnes, Charles C 


afp 2hFebl:7 





CITIZENSHIP IN OPERATION, HOW TO DO 
Ef. SEE Congress of Industrial 
Organization. Industrial Union 
Councils. Wisconsin. 





and world in the i al in the community, in the nation, 
r 


and world brotherhoo 
BOY geouTS. OF AMERICA. 


Citizenship: in the home, in the 
community, in the nation, and 
world brotherhood. [Under super= 
vision of Lex R. Lucas] 96 p. 
© on revisions; Boy Scouts of 


America; 17Jun533 A102663. 


I. Lucas, Lex R. 


Library of Congress 7 





Citizenship lessons. 


SUZUKI, BUNTARO. 

Citizenship lessons, constitution, and 
government. [Title also in Japanese 
characters] [Tokyo, Aiko-Sha Pub. Co.] 
131 p. © Buntard Suzuki; 15Nov50; 
le 24Nov50; AI-3088. 


jb/r 
. APR 30 1959 


Library of Congress 
Copyright Office 





Citizenship made easy. SEE 
Yaller, Ray-« 





Citizenship manual. 





Giticenship problems for young Nebraskans. 
BA46357. see Parker, Elsie Smiths 


@lg 32847 





Citizenehip score carde SEE 
Taylor, Herbert J-« 





Citizenship song. 


M1630 REYES, MARCELINO ANDRES, 1902- 

-R A citizenship song; words and music by 
Marce Reyes. 60¢ © Marce Reyes; 
Wichita, Kan.; 28Aug52; EP64910, 


Revised 
6Oct52 


Libary of Congress es 
Copyright Office 





Citizenship test. SEE Johnson, 
Edwin Arnolds 





Citizenship test. SEE 
Micheelsohn, William Earl. 





Citizenship training department of 
the Boston Juvenile court 


see 


Boston. Juvenile court. Citizenship 
training department. 





Citoyen Mardi-Gras,. 


M261 BARILLER, ROBERT, 1918- 

.B Citoyen Mardi-Gras; légende bretonne, pour 

: trompette ut ou si bémol et piano, par R. 
Bariller, [Score and part] 15 fr. 
© Alphonse Leduc & cie, Paris; 23Dec52; 
EFO-18018, 


tf itle. 


Library of Congress 
Copyright Office 





La citoyenne Marat. 


REGIS, ROGER. 
La citoyenne Marat. [ Paris, 1949] 
270 p. (L’Histoire et la vie) 
© J. Ferenczi et fils; 16Jun49; on trans- 
lation; AF10761. 


I, Marat, Jean Paul. 
Il, Ferenczi (J.) et Fils. 


Library of Congress 


Copyright Office oa 





Citoyens du monde. 


M1731 [NEUBURGER, JEAN BERNARD DANIEL] 

2 1891- 

_N Citoyens du monde; paroles de Bertal 
[pseud. and] Maubon, musique de Jean 
Lenoir [pseud.] © Jean Lenoir & Bertal- 
Maubon; 26Dec49; EFO-2411. 


I, Title. [II. Bloch, Marcel, 1882- 
III. Maubon, Louis, 1881- ] 


Library of Congress o- MAY - 4 1950 
Copyright Office 





CITRA PRODUCTS. 

Bating oranges the Citra way. 
(Knife) Label. © Charles P. 
Schiller, d.b,a. Citra Products; 
1Dec533; KK100200. 





CITRA PRODUCTS. 
Florida orange bank. Plaster work. 


Appi. author: Alfred H, Williams. 
© Charles P. Schiller, debde&. 
Citra Products; L7Novs33 GP7078. 





_ Citrano, Maurice. 
DANCE OF THE CLOWN © m Maurice 


|Citrano .17Seph7 EU102)30 


Library of Congress & 


Copyright Office 





Citrano, Maurice. 
FIESTA BELLS © m Maurice |[citrano 
17Seph7 EU102)31 = 


Likrary of Congress © 


Copyright Office 





Citbrano, Maurice. 


SONG WITHOUT WORDS; m & © Maurice 
Citrane 25Jun53 EU321547 


Library of Congress 
Copyright Office 





CITRIN, ESTHER. 
Garmen Cohen, SEE Dix, Cecilys 





CITRO, AL. SEE 
Citro, Alphonse Paul, 1915- 


EU259227 





Citro, Alphonse Paul 
Interfiled 


Citro, Atphonse 





Citrvo, Alphonse Paul. 


AMAZON; m & © Alphonse Paul Citro 
15Jan53 EU300305 


Library of Congress @ 
Copyright Office 





Citro, Alphonse Paul. 


FIYL, THE HORSEFLY; w, m & © Alphonse 
Paul .Citro 90ct51 EU252609 


Library of Congress 6 
Copyright Office 





Citro, Alphonse Paul. 


FIYI THE HORSEFLY; w, m & © on added m 
Alphonse Paul Citro 5Dec51 EU259227. 
Appl. states prev. reg. 90ct5l, 
EU252609. 


Library of Congress & 
Copyright Office 





Citro, Alphonse Paul. 


LEAPIN' FINNY SQUARETAIL; w, m & © Al- 
phonse Paul Citro 5Apr51 EU234542 


Libi of Con 
Copyright Office at 





Citro, Alphonse Paul. 


MEISTER BAWS; w, m & © Alphonse Paul 
Citro 24Mar52 EU268857 


Library of Congress 6 
Copyright Office 





Citro, Alphonse Paul. 


MY STOMACH IS A-ROMPIN' AND A-BOMPIN'; 
w, m & © Alphonse Paul Citro 30Aug51 
EU248608 


Str 11 1951 


Library of Congress e 
Copyright Office 





Citro, Alphonse Paul. 


UM, UM, BOY; w, m & © Alphonse Paul 
Citro 30Aug51 EU248607 


Str is 1959 


Library of Congress 2 


Copyright Office 





E unpub 1432 
Citro, Lou 


I want to be loved [words by] Ira Shirk 
(Music by] Lou Citro. 
5 Nea FF 42cm. 


Melody unaccompanied. 


©1c 1-9-6; Lou Citro, Rochester, 
New York; E unpub 1432. 


hjm 2-28-16 





M1630.2 
eC a 
Citro, Lou. 

I'm gonna go where nobody knows me; 
music by Le Citro [and] Frank Turner, 
lyric by Cy Coben [and] Miriam Fried, 

© 3Junl6; Low Citro publications, 
New York; EPOl9. 

For voice and piano, with chord 
symbols, 


I. Turner, Frank, joint composer. IIe 
Coben, Cy, lyricist, III. ‘Fried, 
Miriam, joint — IV... Title, 
Library of Congress : : 

Copyright Office Music Cate 





M1640,2 


eC 





‘ 


Citro, Lou, oe 

Two dollar specials; words eee‘ by 
Le Yitro, arre by Frank V,. Turner. 

© 15Jan6; Lou Citro publications, 
New York; EP538. 

For‘ voice and piano, with chord 
symbols. 


‘ ‘ 


Ie Turner, Frank V,, arr. II« Title. 


Library of Congress o& ' 
Copyright Office Music Cate 


Citro, Lou. 


THAT'S WHAT I GET FOR LOVIN' YOU 
w & m Charles Wynn, Lov Citro & 
Frank Turner © Charles Wynn Pvb- 
lications 15Apr49 EU164071 


Library of Congress 
Copyright Office 





M1630 ,2 


eC 





‘ 


Citro, Lou. ete 

Two dollar special; words eee by 
Le Sitro, arr, by Frank V,. Turner, 

© 15Janl.6; Lou Citro publications, 
New York; EP538. : 

For‘ voice and piano, with chord 
symbols «. 


‘ ‘ 


Ie Turner, Frank V., arre IIe Title. 


Library of Congress : 
Copyright Office Music Cate 


CITRO, LOU. SEE 
Citro, Louis, 1922- 


EU283570 





Gitro (Lou) Publications. 


I GET A LITTLE OLDER EVERY DAY; w & 
m Johnnie Ray © Lou Citro Publica- 
tions 18Feb52 EU265180 


Library of Congress ‘® 
Copyright Office 





Citro (Lou) publications, cleimant. 
Citro, Lou. I'm gonna go where nobody 
knows me. a 





Citro, Louis. 


I DIDN'T KNOW HOW TO CRY; w, m & © 
Louis Citro 28Jan53 EU301983 


Library of Congress & 
Copyright Office 





Gitro, Louis, 


SUMMER IN DECEMBER; w, m & © Louis 
Citro 7Aug52 EU283570 


Library of Congress ge 
Copyright Office 





Citro, Louis. 


THAT'S WHAT I GET FOR LOVING YOU 
© w & m Louis Citro 8Sep48 EU143050 


Library of Congress S 


Copyright Office 





Citro, Louis. 


VIOLA; w Louis Citro m Miles Miller 
© on new matter Louis Citro 18Feb52 
EU264937 


MAR 14 1952 


Library of Congress @ 
Copyright Office 





Citro, Louis Eugene. 


LOVEABLE LAMENT © m Louis Eugene 
jcitro 250cth7 £U100099 


Librarv cf Congress e& 


Copyright Office 





Citro, Paul. 


IT's ALL MY FAULT (\w & m Alphonse 
Paul Citro 19Feb48 §U117882 





Citro, Pauline Piunti. 


SOME OTHER WAY; w, m & © Pauline 
Piunti Citro 28Sep54 EU372233 


Library of Congress e 


Copyright Office 





Citrocraft. 


Schulz, George R 


Citrocraft, a manual for Rio Grande valley citrus growers, 
by George R. Schulz, px. p. ,;McAllen, Texas soil laboratory, 
1947, 


2 p. L, vii—xv, 237 p. illus. (incl. plans, diagrs.) 2 pl.on11, 227. 


1. Citrus fruits. (1. Citrus—Rio Grande valley, 2. Soils. (2. Rio 
Grande valley—Soils, 3. ,Citrus soils) I. Title. 


SB369.935 634.3 Agr 47-201 
© 12Mar47; publisher, A7710. 


U.S. Dept. of agr. Library 93.33Sch8 
for Library of Congress Sit 





CITRON, ABRAHAM FREDERICK, 
Experiments on answering anti- minority 
remarks, [Thesis--Columbia University] 
Ann Arbor, University Microfilms, 1952 
[i.e. 1953] Microfilm copy of typescript. 
Positive. ([University Microfilms] Pub- 


lication no, 4562) © Abraham Frederick 
Citron; 27Feb53; A95996. 


Prelim. card Mic 


Library of Congress % 
Copyright Office 





CITRON, Abraham Frederick. SEE 
Innocent Pystander? (Radio program) 





D unpub. 2029. 


Citron, Milton, author. . 


Man from La ose 


sec 


Groag, Edward R. 


& MSE 3-19- 





G 34.85 


Citron, Minna 
At the circus. 


ca 
Painting f(oil and temperat 


© lpe 11-18-6; New York; G 385. 





G 34.8), 
Citron, Minna 
Bookish nude. 
= 
Painting {11 and ink} 
© lpe 11-18-h6; New York; G 38. 


trm 1-6-7 





G 3490 


Citron, Minna 
Chuck. 


Painting m (11) 


© lpe 11-18-l6; New York; G 4390. 


trm 1-6-);7 





a 4482 


Citron, Minna 
Composition with dollar sign. 
=.) oe 
Painting a&easein tempora) 
© lpe 11-18-6; New York; G 382. 


trm 1-6-7 





G 3.83 


Citron, Minna 
Continuum. 


& 
Painting Hater color and-in 


© lpe 11-18-6; New York; G 44.83. 


trm 1-647 





G 380 


Citron, Minna 
Counterpoint. 
Painting sm (011) 
© lpe 11-18-h6; New York; G 480. 


trm 1-6-7 





G 392 
Citron, Minna 
Dear John. 
Painting #a (oil) . 
© lpe 11-18-6; New York; G 4492. 


trm 1-6-7 





G 381 


Citron, Minna 
Devastation. 
Painting @& renpece? 
© lpe 11-18-.6; New York; G 3481. 


trm 1-6-7 





G 3,89 
Citron, Minna 
Lady with program. 
Painting %m (oil) 
© lpe 11-18-l.6; New York; G 489. 


trm 1-6-7 





¢ 3h91 


Citron, Minna 
Lily of Tennessee valley. 


Painting im (oil) 
© lpe 11-18-)6; New York; G 3491. 





G 4.86 


Citron, Minna 
Orchestra suite. 


Painting 1m(oil) 
© lpe 11-18-)6; New York; G 486. 





G 34.87 
Citron, Minna 
Resting. 
be 
Painting tloil and tempera} 
© lpe 11-18-6; New York; G 387. 


trm 1-6-7 





G 388 


Citron, Minna 
River freight. 
Painting am (oil) 
© lpe 11-18-6; New York; G 388. 


trm 1-6-7 





CITRON, MINNA (WRIGHT) 
The little monkeys. [Sailor standing 
behind three girls as they watch 
caged meticeye f Oil painting. 


© Minna Wright Citron, New York; 
2Feb513 GU1763). 





M1731 CITRON, MORTON STEPHEN. 

i2 Pour tes nuits; slow, paroles de Robin 

Cc Livio, musique de Morton Stephen [pseud.] 
© Editions internationales Arlequin, 
Paris; 150ct52; EF20153, 


I, Title. [II. Livio, Robin, 1913- 


Library of Congress 6 





D unp. 3135 


Citron, Samuel J » adapter 

The cave of the King. A dramatic legend in 
two acts, adapted by Samuel J. Citron, from 
Meleh Yisrael, by Yaakov Cohen, lyrics by Helen 


Ve Sprung e 


Reproduced from typewritten copy 
@1 ¢ 3-5-46; Samuel J. Citron, Flushing, 
Ne Tos D UNDP e 31356 ; 


@ el 5-31-46 





CITRON, Samuel J, 
The story of Shavuoth, JP661. SEE 
Jewish Education Committees of New 
York, inc. 


95) 


ao" 
wr b> 





Citron, Samue1 Joseph, 


M1503 COOPERSMITH, HARRY, 1902- 

Bey tbs The call to freedom; a Hanukkah operetta, 

Cs libretto: Samuel J. Citron, music: Harry 
Coopersmith, lyrics: Kinneret D. Gensler, 
[Piano-vocal score] © Jewish Education 


Committee of New York, inc., New York; 
200ct49; DP148. 


I, Citron, Samuel Joseph. II. Gensler, 
Kinneret D. III. Title. 


Library of Congress & f a 


Copyright Office 





CITRON, SAMUEL JOSEPH. 

Headline parade, a dramatization of current 
events of Jewish interest. © Jewish 
Education Committee of New York, inc. 





CITRON, SAMUEL JOSEPH. 
Headline parade. © Jewish Education 
Committee of New York, inc. 


y © ijJanké; DP13033- 


© 15marl6; pP150 
© 13mMayh6; DP15037. 





CITRON, SAMUEL JOSEPH. 
Headline parade. © Jewish Education 


Committee of New York, inc. 


The Negev. © 1Novk63; pDP15028. 

» United Jewish appeal © 15Ddech6; 
DP15029. Sit: 
3. Toward a new Jewish life. © 7Jank7; 
DP15030. 


e The case of David Guttman. © 1)Marl7; 


DP150351. 
= 





CITRON, SAMUEL JOSEPH. 
Headline parade. © Jewish Education 
Committee of New York, inc. 


Vo Ze 
5. Jackie sees a diplomat. © 28Apr)7; 
DP15032. 


6. The Palestine report--United Nations. 
© 200eth7; DP15033. 
7. <A Jewish state. © 1Dech7; DP1503). 





' CITRON, SAMUEL JOSEPH. 
Headline parade. © Jewish Education 
Committee of New York, inc. 


The Gaon of Vilna. © i5marl8; 


DP14633. 
2. Haganaht © 25Aprh8; DP15027. 





CITRON, SAMUEL JOSEPH. 
Headline parade, a dramatization of 
current events of Jewish interest. 
© Jewish Education Committee of New 
York, ine. 


Volume 3. 
3. “"D.P." © 270ctl8; DP17717. 





CITRON, SAMUEL JOSEPH. 
Headline parade, SEE Jewish’ Education 
Committee of New York, inc. 





CITRON, SAMUI, JOSEPH, 
Induction of besinners. [By Samuel 
I. Citroen and Azriel Eisenberg] 
17 pe, illus. Text in English & 
© Jewish Education 
Committee of New York, inc., New 


Hebrew. 
Yérk; 8Sepl9; AA160920. 





‘CITRON, SAMUEL JOSEPH, 
Jewish dramatics in summer camps. 
60 p. © Jewish Education Committee 


of New York, inc., New York; 
LOMay)7; 4461991, 





CITSON, SAMUEL JOSEPH. 

Jewish drewmatics in sumer camps. 
3a rev. de 102 pw. Om 
revisions; Jowish Education 
Comnittee of New York, inc.3; 
1dul53; A99117. 





‘GITRON, SAMUEL JOSEPH, 

The little people; a play. 432 p,. 
© Jewish Education Committee of 
New York, inc., New Yorks l0Junk5; 
4A81989. 





CITRON, SAMUEL JOSEPH. 4E 
Maccabee--19),8. (Headline parade, a 
dramatization of current events of 
Jewish interest, v. 3, no. i, Dee. 21, 
19148) @ Jewish Education Committee 
of New York, inc.; 21Deci8; DP20630. 





CITRON, SAMUEL JOSEPH. 

Rich man, poor man; a folk play in three 
acts. Based on Peretz's story "Der 
Arendar." New York, Jewish Education 
Committee of New York {199}. 5k 1. 
€ Samuel J. Citron; 10Jani9; DP992. 


\R 10 1952 





CITRON, SAMUEL JOSEPH. 
The school assembly. SEE Ruffman, 
siete Le 





CITRON, SAMUEL JOSEPH, 
The story of Rosh Hashanah. SEE 
The Story of Rosh Hashanah (Filma- 
strip script) 





CITRON, SAMUEL JOSEPH. 

The story of Rosh Hashanah and Yom 
Kippure AA213\\22e SEE The Story 
of Rosh Hashanah and Yom Kippur 
(Filmstrip seript) 





CITRON, SAMUEL JOSEPH. 
The story of Succot and Simhat Torahe 
AA2Z1342he SEE The Story of Succot 

and Simhat Torah (Filmstrip script) 





CITRON, SAMUEL JOSEPH. 
The story of Succot and Simhat Torahe 
AA2Z1342he SEE The Story of Succot 
and Simhat Torah (Filmstrip script) 





CITRON, SAMUEL JOSEPH. 
The story of Yom Kippur. SEE The 
Story of Yom Kippur (Pilmstrip 
script) 





CITRON, SAMUEL JOSEPH. 
Torah in Jewish life. SEE Torah 
in Jewish life (FPalmstrip script) 





Citron-orance. 


COMBELLE, ALIX, 1912- 
Citron-orange; paroles de Michel Emer 
[pseud.] musique de Alix Combelle, 
© Editions Masspacher, Paris; 20Mar54; 
EF0-26790, 


I. Title. [I1.. Rosenstein, Michel, 1906- 


Library of Congress ee 





| CITRONELLE, MOBILE CO., ALA. SEE Sane 
born Map Company. 





CITRUS-blend orange-grapefruit. 
SEE Citrus Fruit Juices, inc. 


KK453 88. 


FEB 1 0 1950 





CITRUS color. SEE Johnson (S. C.) and 
Son, Inc. KK33136. 





CITRUS CONTAINER INSTITUTE. © 
I'm sold 100 °/o on your new citrus 
container, says Virginia fruit 
distributor. Citrus-Pak. (In the 
Packer, Oct. 23, 195k) 
© 220ct5\; KK101576. 





Citrus concentrates, inc., claimant. 
Sunfilled brand grapefruit sections. 
(Grapefruit sections) [Rogersville, 
Tenn., Printed by International playing 
card & label co.}] ©19)6. 
sheet, illus. 11° x 28cm. 


Label. 
Appl. author: Alfred T. McKay. 
© 12-12-45; 2c 3-31-63; Dunedin, 


Fla.; KK 262). : 
5-2-6 





KK 2623 





Citrus concentrates, inc., claimant. 
Sunfilled brand pure California lemon 
juice. (Lemon juice) [Rogersville, 
Tenn., Printed by International playing 
card & label co.] © 19h5- 
sheet, illus. 
Label. 
APPL: author: Alfred T. McKay. 
© 12-12-53; 2c 3-31-l6; Dunedin, 


ne. KK 2623, 
5-2h-1,6 rs 


x 17 1/2em; 


KK12567 


Citrus -.concentrates, ince, claimant. 

Sunfilled tangerine juice. (Tangerine 
juice) LRoversville, Tenn., Printed 
by International playing card & iabel 
co.) c19i,6. 


sheet, ‘illus. 11 x 28em. 


Label. 

Appl. author: B. C. Skinner. 

© Citrus concentrates, inc., Dunedin, 
Pla. 10Decl,6; 2c liMayl7; KK12567. 


22Mayl7 rs 





CITRUS COUNTY, Fla. 


TOBIN (EDGAR) AERIAL SURVEYS, San An- 
tonio, 
*Citrus County, Florida; ownership map. 
2 maps 143 x 99 cm. and 136 x 103 cm. 
Scale ca. 1:36,000 or 1" = 3,000'. © Edgar 
Tobin Aerial Surveys, Edgar Tobin, sole 


owner, San Antonio. 
‘East half. © 22May51; F10086. 
West half. © 22May51; F10080. 


i, CITRUS COUNTY, Fla. 


5\ 
Library of Congress Ps, 9 \ 
Copyright Office ott 





CITRUS warble Fla. F 2138 see Tobin 


(Edgar) aerial surveys. 





Citrus entomology in the Middle East. 


BODENHEIMER, FRIEDRICH SIMON. 
Citrus entomology in the Middle East, with 
' special references to Egypt, Iran, Irak, 
Palestine, Syria, Turkey. 663 p. illus. 
© Uitgeverij Dr. W. Junk, 's-Gravenhage; 
5May51; 2c 22Jun51; AI0-1453. 


I, Junk (Dr. W.) Uitgeverij. 


Library of Congress 
Copyright Office 





CITRUS FACTS. A83130. SEE 
Doane Agricultural Service, St. 
Louis. Doane agricultural digest. 





Citrus family [and] melon family. 
see 


Culverwell, Annabell 





CITRUS FRUIT GROWERS. 
Bear. (Oranges) © 6Apr273; Label 
32460. Citrus Fruit Growers (P); 


2aug5; 213108). 





CITRUS FRUIT JUICES, INC. ©. 5 
’ Ci trus-blend soe Re ott a 


Label. © 2iJan50; KK45388. 


FEB 1 0 1950 





CITRUS FRUIT JUICES, INC. ©. 
’ Gitrus grapefruit.’ Label. 
© 2)Jan50; KK45390. 


FEB 1 0 i30u 





CITRUS FRUIT JuIces, Inc. ©. 
-Gitrus lemon and limes Label. 
© 2)3an50; KK,5389. 


FEB 1 0 1950 





CITRUS FRUIT JUICES, INC. ©. 
“Citrus orange. Label. © 2)Jan50; 
KK45391. 


FEB 1 0 1950 





CITRUS PRUIT JUICES, INC. ©. 
Citrus royal punch.” Label. 
© 2kJan50; £K5392. 


FEB 1 0 1950 





Citrus fruit rates. 


BIGHAM, TRUMAN CICERO. 
Citrus fruit rates; development and eco- 
nomic appraisal, by Truman C. Bigham 
and Merrill J. Roberts. 134p. illus. 
© University of Florida, Gainesville; 


24Mar50; A42322. 


I. Roberts, Merrill Joseph, joint author. 
Il. Florida. University. 


APR 2 8 1950 


Library of Congress 
Copyright Office e sh/ r 





A citrus gift from Florida. 


Southern woodcrafters, claimant 


mge 5-13-)6 





CITRUS grapefruit. SEE Citrus Fruit 
Juices, inc. KK45390. 


& FEB 1 0 1959 





CITRUS Grove lemon juice. ‘ KK58163. SEE 
California Products, inc. 





The citrus industr 
WEBBER, HERBERT JO N, ed. 


The citrus industry. Vol. 2: Pro-« 
duction of the crop. Ed. by Leon 
Dexter Batchelor and Herbert John 
Webber [names in reverse order in 
se with the collaboration of 
Alfred M. Boyce [and others] 
lst ed. Berkeley, Univ. of Califor+ 
nia Press. 9353 p. ilidwer 
© The Regents of the Univ. of Cal- 
ifornia; 100ct48; A26589. 

I. Batchelor, Leon Dexter, ed. 

II. California. University. 
Library of Congress Regents. 

Copyright Office ebe/rk 





CITRUS JUICE coNPANY ©. 
Chill and shake before “oh fe 
orange juice. Label. LNovl9; 
KKI,Sh 





CITRUS lemon and lime. SEE Citrus 
Fruit Juices, inc. KK45389. 


FEB 10 1950 





CITRUS orange. SEE Citrus Fruit 
Juices, inc. KK45391. 





Citrus products. 
BRAVERMAN, JOSEPH B. S. 
Citrus products; chemical composition and 


chemical technology. 424p. illus. 
© Interscience Publishers, inc., New 


York; 25Apr49; A43734. 


. Interscience Publishers, inc. 


Library of Congress 
Copyright Office 





CITRUS PRODUCTS ComPANY ©, 
Exclusive Kist franchise agreement. 
Chicago, c1951. Folder. © 12Feb5l; 
AA183336. 


& JUN - 4 1951 





Citrus products co., claimant. 

Florida crest brand blended orange 
and grapefruit juice. (Blended orange & 
grapefruit juice) [Rogersville, Tenn., 
Printed by International playing card & 
labels co.] ©1945. 

sheet, illus. 11 x 28cm. 

Label. 

Appl. author: Lee Russell. 

© 12-10-45; 2c 3-31-63 Plant City, 


Fla.; KK 2621. 


5-2h-h6 rs 





KK 2618 


Citrus products co., claimant. 

Florida crest brand grapefruit juice. 
(Grapefruit juice) [Rogersville, Tenn.,. 
Printed by International playing card & 
label co.] ©19h5. 

sheet, illus. 11 x 28cm. 

Label. 

Appl. author: Lee Russell. 

© 12-10-\5; 2c 4-31-16; Plant City, 


Fla.; KK 2618. 
5-2-6 rs 





KK 2617 


Citrus products co., claimant. 

Florida crest brand grapefruit 
sections. (Grapefruit sections) [Rogers- 
ville, Tenn., Printed by. International 
playing card & label co.] © 195 

sheet, illus. 11 x 28ems 

Label. 

Appl. ‘author: Lee Russell. 

© 12-10-.§; 2c 3-31-l6; Plant City, 
Flea.; KK 2617. 5-2h-4.6 rs 





La cittaéa bianca. 

© Casa musicale sonzogno di Piero 
Ostali, Milano; 3Decl8 (in notice: 
1950); EFO-15761. SEE 


1950- file. 


arte 





Cittd bianca. 


SALVIUCCI, PAOLO, 1902- 

La citt& bianca; [by] Paolo Salviucci. 
[Piano-vocal score] © Casa musicale 
Sonzogno di Piero Ostali, Milano; 
3Dec48 (in notice: 1950); EF0-15784., 


I, Title, 


art; 


Library of Congress 
Copyright Office 





LA CITTA ETERNA. The eternal city; m 
& © Attilio S. Colantonio 7Dec53 
EU340187 


Library of Congress e 


“. Copyright Office 





Citta ftorita. 


TACCANI, SANDRO, 1915- 

Citta fiorita; canzone rumba, parole di 
G. C. Testoni, musica di S. Taccani. 
(With his Non sono le stesse parole) 
[Piano-conductor score (orchestra, 
with words) and parts] © Carisch, s.a., 
Milano; 11Jun51; EF0-8938, 


I, Title. [II. Testoni, Gian Carlo, 
1912- ] 


SEP 19 1951 
Library of Congress 
Copyright Office 





La citta nuova. 


Bettai, Alessandre. 

eee La citta nueva; creaziene origi- 
nale per Le Scherme., Firenze [Italy] 
A. Conti & c., 196. 

sey Die 


© 5Junh6; auther, Flerence, Italy; 
BF 752.15. 


I. Title. 


Library of Congress 
Copyright Office mrm 15Janh7 





Citt& silente. 
M1508 CASOLARO, DONATO, 1888- 
(Taxi di notte) Citta silente; ritmo lento 
[from] Taxi di notte, di Caslar [pseud., 
-words by] Galdieri. © Casa editrice 
nazionale musicale, Milano; 310ct50; 
EF0-6569. 


I, Title. Il. Title: Taxi di notte. 
[IIIl. Galdieri, Michele, 1902- ] 


Revised 


Lib f C 
eamecens® QQ xacisos.o 14aprss 





M1621 CITTADINI, SANTIAGO, 

a Alla danza, At the dance; English version 
by Vera Demartino [pseud.] original words 
and music by Santiago Cittadini, 2/6 
© on English version; G, Ricordi & Co. 
(London) ltd,, London; 23Jan53; EF0-18418, 


I, Title, Il, Title: At the dance. 
Ill, Scott, Vera Carmen, 1907- ] 


Library of Congress 
Copyright Office 





M1688 CITTADINI, SANTIAGO, 1889- 

AT2C Canzona senza parole; [canzona napolitana] 
musica di Santiago Cittadini, versi di 
Nicolas d'Aniello. $3.- © Ricordi 
Americana s.a.e.c., Buenos Aires; 
20Nov52; EFO-17653., 


Title. [II. Aniello, Nicolas d', 1887- 


Library of Congress 
Copyright Office 





M1621 CITTADINI, SANTIAGO. 

Pe oe Ninna nanna,. Sleep, darling, sleep; English 
version by Vera Demartino [pseud.] 
original words and music by Santiago 
Cittadini, 2/6 © on English version; 

G, Ricordi & Co, (London) lid., London; 
23Jan53; EFO-18419, 


I. Title, II, Title: Sleep, darling, sleep. 
[III, Scott, Vera Carmen, 1907- ] 


Library of Congress 
Copyright Office 





M1621 CITTADINI, SANTIAGO. 

< Quando l'amore nasce. Now that love has 
found me; English version by Vera 
Demartino [pseud] <d6riginal words and 
music by Santiago Cittadini, 2/6 © on 
English version; G. Ricordi & Co, (London) 
ltd., London; 23Jan53; EF0-18420, 


I. Title. II. Title: Now that love has found 
me, [III. Scatt, Vera Carmen, 1907- ] 


Library of Congress 
Copyright Office 





CITTERIO, M 
Ballando al buio; fox swing, di M. Citterio. 
M1356 (With Beretta, G. Arcansas) © Edizioni 
-B musicali Saphox, Genova; 5Sep49; EF -0854, 
Piano-conductor score (orchestra) and 


parts. 


I. Title. 


Library of Congress & 


Copyright Office 





Cittharn schoole, 


M359 HOLBORNE, ANTHONY, 1565-1602. 

oH “(The cittharn schoole) Two fantas- 
sias for three recorders, from 
The cittharn schoole (1597) [by] 
Antony Holborne. Ed. and arr. by 
Thurston Dart. London, Published 


for the Society of Recorder Play- 
ers by Schott. © Schott & Co., 
ltd.; 27May48; on arrangement; 
EF10031. 


I. Dart, Thurston, 192l- arr. 
Bigeritie, ITT itle: The cittharn 


Be ot Fe Congress 


Copyright Office 





Cittran min. 


M32 [COHN, WALTER HERBERT] 

C Cittran min; vals, text: Figaro [pseud. ] 
musik: Herbert Cornell [pseud. ] © Edition 
Lundén, Stockholm; 20Feb50; EF0-3604, 


I. Title. [II. Iseborg, Harry] 


: xM1775. 2 
Library of Congress 
Copyright Office 





THE CITY photoplay in six reels by 
Pox Fiim Co LNov26, 125595. 


R121229, eSHors 20th Century= 


Pilm Corp. ( 





THE CITY; w Josephine Marie Spina m 
Roy Frank Spaloss © Josephine Marie 
Spina & Roy Frank Spaloss 5Nov51 
EU255087 


Library of Congress = 


Copyright Office 





THE CITY; w Celia Delphis m Leo & 
Hector Richard © Celia Delphis 
8May52 EU274143 


Library of Congress e 
Copyright Office 





THE CITY; w, m & © Anne Lois Gibson 
19Feb51 EU229772 


MAR 2 0 1951 


Library of Congress 
Copyright Office oe 





The city. 


HORWITZ, JULIUS. 
The city. [lst ed.] World Pub. Co. 
219 p. © Julius Horwitz; 13Ju153; 
A101723. 


Library of Congress & 





The city. 


PEATTIE, ROD. 

The city, by Rod and Lisa Peattie; illus- 
trated by Bunji Tagawa. New York, 
H. Schuman [1952] 108 p. © Henry 
Schuman, inc.; 11Feb52; A64550. 


I, Peattie, Lisa, joint author. 
II. Schuman (Henry) inc., New York. 


Library of Congress S 
Copyright Office 





SIMAK, CLIFFORD D. 

City. [lst ed. New York] Gnome 
Press [1952] 224 p. © on additions & 
revisions; Clifford D. Simak; 15May52; 
A68393, 


Library of Congress 
Copyright Office 





The City. 
CLAUDEL, PAUL. The city. Tr. by 

John Strong Newberry. © 22Sep20, 

A60hWN9; R2Nn132, 160cth7; John 


Strong Newberry (translator) 


e 





City (Musikverlag) 


M1735 FUNK, FRANZ, 

2 (Gitarren-Serenade) Somewhere over 

sy the moon. Gitarren-Serenade. Words by 
Harold Rome, music by Franz Funk. 
[New York] Chappell. [English words] 
40¢ © on English lyric; Musikverlag City, 


Hans Sikorski; 30Jun52; EP63737. 


I, Title. I. Title: Gitarren-Serenade. 
[Ill. Rome, Harold Jacob, 1908- ] 


Library of Congress 
Copyright Office 





The city. 
M1350 WOOD, HAYDN, 1882- 

London cameos. No. 1. The city; 
miniature overture by Haydn 
Wood. Ascherberg, Hopwood & 
Crew, 1td., London; 3lliarl7; 
EF5527~- Piano-conductor score 
(orchestra) and parts, 


I. Title, II. Title: The city. 


Library of Congress xMI550.2 
Copyright Office Music cat. 





THE CITY. D unpe 162-145. See Finney, 


Walter Braden. 








CITY (MUSIKVERLAG) EE ALSO 


Beboton-Verlag. 

Musikverlag City. 
Papageno-Verlag. 

Sikorski, Hans, 

Sikorski (Hans) Musikverlag. 


Sikorski (Hans) Musikverlag City. 
Sikorski (Hans) Papageno Verlag. 

Sikorski (Hans) Tempoton Verlag. 

Tempoton Verlag. 





CITY ABSTRACT COMPANY, Scottsbluff, 
Neb, 

*Scottsbluff, Scotts Bluff County, Nebraska; 
1950. map100x103cm. Scale 1: 
3,600 or 1 inch = 300 feet. © City 
Abstract Co. (in notice: Neeleys, City 


Abstract Co,), Scottsbluff; 19Jun50; 
F7908, 


1. SCOTTSBLUFF, Neb. 
I, NEELEY'S, City Abstract Company, 
Scottsbluff, Neb. 


Library of Congress . 
Copyright Office sep - 8 190 





CITY ABSTRACT COMPANY, Scottsbluff, 
Neb. 

*Scottsbluff, Scotts Bluff County, Nebraska. 
Corrected to Aug. 1, 1952. map 136 x 
103 cm. Scale 1:3, 600; 1" = 300'. Appl. 
author: James Lewis Neeley. © City 


Abstract Co. (in notice: Neeley's City 
Abstract Co.), Scottsbluff; 22Aug52; 
F12909. 


1. SCOTTSBLUFF, Neb. I. NEELEY, 
JAMES LEWIS. 


Library of Congress 
Copyright Office 


Revised 





City aeross the river. 


BENNY DOUBTS from City across the riv- 
er m Walter Scharf © Universal 
Music Corp. 27Apr49 EU179768 





City across the river. 


CANARSIE from City across the river 
m Walter Scharf © Universal Music 
Corp. 27Apr49 EU179762 


Library of Congress e 


Copyright Office 





City across the river. 


THE CAR HOP from City across the river 
m Walter Scharf © Universal Music 
Corp. 27Apr49 EU179765 


Library of Congress & 


Copyright Office 





City across the river. 
CUSACK from City across the river 
m Walter Scharf © Universal Music 
Corp. 27TApr49g EU179766 


Library of Congress & 


Copyright Office 





City across the river. 


DARK EYES from City across the river 
m Blake Reynolds © Universal Music 
Corp. 27Apr49 EU179771 


Library of Congress & 


Copyright Office 





City across the river. 


DUKE'S STOMP from City across the riv- 
er m Walter Scharf © Universal 
Music Corp. 27Apr49 EU179764 


Library of Congress @ 


Copyright Office 





City across the river. 
END TITLE from City across the river 
m Walter Scharf © Universal Music 
Corp. 27Apr49 EU179772 


Librery of Congress & 


Copyright Office 





City across the river, 


FIVE CENTS FOR ANOTHER WORLD from 
City across the river. m Walter 
Scharf © Universal Music Corp, 
27Apr49 EU179760 


Library of Congress & 


Copyright Office 





City across the river. 


THE GUN from City across the river 
m Walter Scharf © Universal Music 
Corp. 27Apr49 EU179761 


Library of Congrese 
Copyright Office 





City across the river, 


IT BEGINS from City across the river. 
m Walter Scharf © Universal Music 
Corp. 27Apr49 EU179759 


Library of Congress ee 


Copyright Office 





City across the river. 


JUMPA from City across the river 
m Blake Reynolds © Universal Music 
Corp. 27Apr49 EU179770 


Library of Congress & 


Copyright Office 





City across the river, 


JUVENILE JIVE from City across the 
river m Blake Reynolds © Universal 
Music Corp. 27Apr49 EU179769 


Library of Congress e 


Copyright Office 





City across the river. 


MAIN TITLE from City across the river 
m Walter Scharf © Universal Music 
Corp. 27Apr49 EU179758 





City across the river. 


RACK. 'EM UP from City across the riv- 
er. m Walter Scharf © Universal 
Music Corp. 27Apr49 EU179763 





City across the river. 

SQUARING THE GIRLS from City across 
the river m Walter Scharf © Univer- 
sal Music Corp. 27Apr49 EU179767 


Library of Congress eS 


Copyright Office 





CITY ACROSS THE RIVER. {( Pressbook) 
Tlluss © Universal Pictures Cos, 
inces 3¢arl)93 AA1L251L57~« 





CITY ACROSS THE RIVER. Universal Pictures 
Cos, Ince, 1949. Released through Uni-+ 
veraal¢international Pictures Co., Iné. 
90 mine, sd., bkw, 55mm. Based on the 
novel "The Amboy Dukes" by Irving Shulman. 

Summarys A social drama which shows hoj/ 


environment contributes to juvénile 
degeneration. Setting, a slum area in 
Brooklyn. 

Credits: Producer and director, Maxwell 
Shane; screenplay, Maxwell Shane, Dennis 
Cooper; commentary, brew Pearson; music, 





CITY ACROSS THE RIVER (Card 2) 


Walter Scharf; film editor, Ted J. Kent; 
Cast: Stephen McNally, Thelma Ritter, 
Tais Van Rooten, Jeff Corey, sharon 
McManus. 

Universal Pictures Co., Inc.; 
z 493 LP2275. 





CITY AFTER DARK; w, m & © Dennis 
Francis Foley 17Sep51 EU250155 


Library of Congress & 
Copyright Office 





THE CITY AIRPORT © w & m Charles 
August Smith 18Febl8 £U117588 . 


Library of Congress 


Copyrigh: Office & 





City and business direvtory of Fairbanks 
and vicinity. 19,6. © George We 
Schaack, Fairbanks, Alaska; 230cth63 
AA518L5. 





CITY AND BUSINESS DIRECTORY OF FAIR-~ 
BANKS [ALASKA] AND VICINITY, 199. 
138 p., illus, © George Walsh 
Schaack; 2Sepl\9; AA132781. 





CITY AND BUSINESS DIRECTORY OF PATR= 
BANKS AND VICINITY, FAIRBANKS, 
ALASKA, SOUTH FAIRBAN*S, GARDEN 
ISLAND [AND OTRERS] Vol. lh. 
[Fairbanks, Alaska] G, W. Schaack. 
lve illus. George Walsh Schaack; 
160ct51$3 AA203829 » 





GITY AND BUSINESS DIRECTORY OF FAIR- 
BANKS AND VICINITY, FAIRBANKS, 
ALASKA, SOUTH FAIFPBANKS, GARDEN 
ISLAND [AND OTHERS] Vol. 5. 
{Fairbanks, Alaska] George W. Schaack. 


1 ve. map. © George Walsh Schaack; 
6A4pr53;3; A66301. * 


 @ 





City & Country Music. 


GOT MY HEART SET ON YOU by Helen W. Ehm 
© City & Country Music EU270032. 
Notice 13Apr53 v21 p820 


Library of Congress e& 
Copyright Office 





City & Country Musfc. 


GOT MY HEART SET ON YOU; w & m Helen 
W. Ehm © City & Country Music 
31Mar52 EU270032 


Library of Congress 
Copyright Office 





City: & Country Music. 


HEAVENLY - HEAVENLY by Tex Atchison & 
Billie Weber © City & Country Music 
EP63022. Notice 13Apr53 v2l p820 


Library of Congress S 
Copyright Office 





City & Country Music. 


M1630 WEBER, WILHELMINA FRANCES, 1916- 
Heavenly, heavenly; by Tex Atchison and 
Billie Weber, [For voice and piano] 40¢ 
© City & Country Music, Hollywood, 
Calif.; 17Jun52; EP63022. 


I, Atchison, Tex. Il, Title, 


Library of Congress 
Copyright Office 





City & Country Music. 


JUST A HOUSEWIFE; w & m Esther 
Merkel Adams © City & Country 
Music 8Jun53 EU319373 


Library of Congress 
Copyright Office 





City & Country Music. 


KISS ME; w & m Annie Laura & Syd Green 
© City & Country Music 15Sep52 
EU289077 


Library of Congress € 
Copyright Office 





City and county home rule in Texas. 


KEITH, JOHN PIRIE, 

City and county home rule in Texas, 
Austin, Institute of Public Affairs, 
University of Texas. 176 p. (Public 
affairs series no. 7) © The Board of 
Regents of the University of Texas; 


1Aug51; A61503. 


¢ 28 195) 
I. Texas. University. Board of Regents. 


Library of Congress & 
Copyright Office mf / kw 





CITY AND COUNTY MAP SERVICE, ‘Cincin- 

nati. 

*Fisherman's map of Kentucky clearly show- 
ing all principal lakes and streams and 
kinds of fish therein. col. map 55 x 159 
cm. on sheet 56 x 87 cm. fold. to 19x 


12cm. Scale 1:633,600 or 1 inch = 10 
miles. Printed on both sides of sheet, 
with line for joining indicated. © Warren 
S. Seeley, jr., d.b.a. City & County Map 
Service, Cincinnati; 20Jun49; F'7529., 


1, Kentucky. 
Lib’ f C aa 
ray of coraress QB sun 2.6 1950 





CITY AND COUNTY MAP SERVICE, Cincin- 

nati. 

*Map of Greater Cincinnati including North- 
ern Kentucky. map 42x 70cm. fold. to 
22x12cm. Scale not given. © Warren 
S. Seeley, jr., d.b.a. City & County Map 
Service, Cincinnati; 1Sep49; F7528. 


. CINCINNATI. 
. SEELEY, Warren §S., jr. 


Library of Congress 
Copyright Office 





The city, and other poems, R73018. 
SEE " : 


Chipp, Elinor. 





City and regional planning papers. 


Bettman, Alfred, 1873-1945. 


City and regional planning papers, by Alfred Bettman; 
edited by Arthur C. Comey; with a foreword by John Lord 
O’Brian. Cambridge, Harvard university press, 1946. 


xix, 294 p. front. (port.) 25™. (Half-title: Harvard city planning 
studies, xm) 


“Bibliography, by Katherine McNamara”: p. (279)-287. 


© 10Seplj6; President & fellows of Harvard 
college, Cambridge, Mass.; A61)9. 
1. Cities and towns—Planning. 2. Regional planning. 1. Comey, 


Arthur Coleman, 1886- ed. wu. *McNamara, Katherine, 1898— 
1m. Title. 


A 46-30 
Harvard univ. Library 
(15; 


for Library of Congress 





CITY and school district tax procedures. 
AA215203« SEE Paul, William Le, dr. 





CITY AND STATE DRIVER'S SIGNALS. SEE 
Bishop, E. Ce 





City and suburban home owners classified 
directory. 


see 


Home Owners Directory, Inc. ©. 





City and the cathedral. 


ANDERSON, ROBERT GORDON. 

The city and the cathedral, a re- 
flection of the glory of the Gothic 
and the Middle Ages at their high 
tide in the city by the Seine. 

[lst ed.] New York, Longmans, Green. 
© Robert Gordon Anderson; 


237 D- 
200ct48; A26689. 


vp/rk 





The city and the pillar. 
VIDAL, GORD e 
The city and the pillar. [lst ed.] 
31; pe @©E. P. Dutton & Cog, ings, 
New York; 9Janl8; A20219. 


I. Dutton (E. Pid & COe, ince ee 


e~ 





The city and the Tsar. 


LAMB, HAROLD. 

The city and the Tsar; Peter the 
Great and the move to the west, 
1648-1762. [lst ed.] Garden 
City, N. Y., Doubleday. 368 p. 
illus. © Harold Lamb; 18Nov48; 
A2752e. 


I. Peter I, the Great, Emperor of 
Russia. 


Library of Congress & sma/ rk 


Copyright Office 





The city and the wave. 


GODDEN, JON, 
The city and the wave. Rinehart. 
245 p. © Jon Godden; 25Feb54; 

A127148, 


Library of Congress a 


Copyright Office 





CITY ART MUSEUM OF SAINT LOUIS. 
See 


Contemporary American painting. 


& Library of Congress 


Copyright Office 





CITY ART MUSEUM OF ST, LOUIS 
SEE St. Louis. City Art Museum. 





CITY et night. (mos 10578) K 7083. see 
» Ellison. ee 


Hoover 





‘The city at work. 
Serl, imma, 13876- 

The story of Kansas City. [Book 35] 
The city at work [by] Emma Serl, Alice 
Lanterman [and] Virginia Sheaff. Illus- 
trated by students of Kansas City high 
schoois. Kansas City, Mo., Board of 
education [196] 


See §«=6tlivs, 21°", 


"Copyright 19.5." 
(Continued on next card) 


Library of Congress 
Copyright Office & 


? 





The city at work. 


Serl, Emma, 1876- The story of Kansas 
‘te hc eee {194.6] (Card 2) 


Pub. Marli6; publisher; A2318. 


mecetizace., “0. Title::;The city ae 
work. 


Library of Congress 


Copyright Office e& 





City at world's end. 


HAMILTON, EDMOND. 
City at world's end. New York, F. Fell. 
239 p. (Fell's science-fiction library) 
© Edmond Hamilton; 26Feb51; A55746. 


vp/r 


Library of Congress & JUN 25 1951 


Copyright Office 





CITY BAKERY, INC. ©. 
Plower freshi Holsum, thin-sliced 
sandwich bread. Label. © 28mar50; 


KE47770- 


& | apr 18 1990 





GITY BAKERY, INC. © 
Holsum flower freshi bread. Label. 
© 28mMar50; Kk 7772. 





CITY BAKING COMPANY. 
Peter Wheat bread. Rice's. Poster. 
© City Baking Co., sometimes te&s 
Rice's; 13Jul5l; KK6é))1). 


@ aug 29 1951 





CITY Bank Parmers Trust Company, New 
York. SEE 
Alarm clock. R65202. 


AUG 2g 1950 





CITY BANK FARMERS SST COMPANY. 
The bate See Hopwood, Averys BR 19795. 





CITY BANK FARMERS TRUST COMPANY, 
New York ©. 
The big question: “How much does 
@ pension plan cost?" [Employee 
pension plans] 8 ps © 300th9 
(in notice: 1950); AA1/,8330. 





City Bank Farmers Trust Co. 


BOYS IN GRAY; from My Maryland, w 
Dorothy Donnelly, m Sigmund Romberg. 
© 25Feb27; E658727. Lillian Romberg 
(W), Ambrose V. McCall & City Bank 
Farmers Trust Co, (E's of D. 
Donnelly); 26Feb54; R126394. 


Vv 


Library of Congress i) 
Copyright Office 





CITY BANK FARMERS TRUST COMPANY, 
NEW YORK- 
Death comes for the archbishop. 
SEE Cather, Willa Sibert. 





CITY BANK FARMERS TRUST COMPANY. 
Panny. SEE Belasco, David. 





City Bank Farmers Trust Co. 


FOLLOW THE SUN TO THE SOUTH; from 
My golden girl, w Dorothy Donnelly, 
m Sigmund Romberg. © 14Sep273 
E671475. .Lillian H. Romberg (W), 
Ambrose V, McCall & City Bank 
Farmers Trust Co. (E's of 
D. Donnelly); 14Sep54; R135739. 


Library of Congress & 
Copyright Office 





CITY BANK PARMERS TRUST COMPANY, NEW 
YORK 
The fortunate mistress. SEE 
Defoe, Daniel. 
The fortunate mistress. R89302. 





City bank farmers trust company, claimant. 
The girl in the limousine. 


See 


Hopwood, Avery. R 8203, R 8204. 





City Bank Farmers Trust Co. 


GIRLS, GOOD-BYE; from My golden girl, 
w Dorothy Donnelly, m Sigmund 
Romberg. © l4Sep27; E671472. 
Lillian H. Romberg (W), Ambrose 
V. McCall & City Bank Farmers 
Trust Co. (E's of D. Demielayas 
14Sep54; BLP TA: 


Library of Congress Sy 
Copyright Office 





City bank farmers trust coi, claimant. 
The gold diggers. ae 


See 


Hopwood, Avery. 


eog 8-13-46. 





CITY BANK FARMERS TRUST COMPANYs 
The great illusion, See Hopwood, Avery, % <#3”. 





CITY BANK FARMERS TRUST COMPANY 
The growth of the law. SEE 
Cardozo, Benjamin Nathan 
The growth of the law. R8773. 





City Bank Farmers Trust Co. 


I WONDER WHY; from My princess, w 
Dorothy Donnelly, m Sigmund Romberg. 
© 5Nov27; E675966. Lillian Romberg 
(W), Ambrose V. McCall & City Bank 
Farmers Trust Co. (E's of 
D. Donnelly); 5Nov54; R138855. 


Library of Congress & 


Copyright Office 





City bank farmers trust company, claimant. 
y pany 
Itll say she does. 


See 


—_—— 


Hopwood, Avery. 





CITY Bank Farmers Trust Company. 
Ladies night. R 21098; See Andrews, 


Charlton. 





City Bank Farmers Trust Co. 


MOTHER; from My Maryland, w Dorothy 
Donnelly, m Sigmund Romberg. 
© 29Jan27;. E655975. Lillian 
Romberg (W), Ambrose V. McCall & 
City Bank Farmers Trust Co. (E's 
of D. Donnelly); 29Jan$4; R125090. 


Library of Congress eS 
Copyright Office 





City Sank Farmers Trust Co. 


MY MIMOSA; from My golden girl, w 
Dorothy perth m Sigmund Romberg. 
© 14Sep27; E671473. Lillian H. 
Romberg (W), Ambrose V. McCall & . 
City Bank Farmers Trust Co. (E's . 
6f.D, Donnelly); 14Sep54; R135737. 


Library of Congress a 
Copyright Office 





CITY BANK FARMERS TRUST COMPANY, NEW 
YORK « 
My mortal enemys SEE Cather, Willas 





City Bank Farmers Trust Co. 


PRINCE CHARMING; from My golden girl, 
w Dorothy Donnelly, m Sigmund 
Romberg. © 14Sep273; E671474. 
Lillian H, Romberg (W), Ambrose V. 
McCall & City Bank Farmers Trust 
Co. (E's of D. Donnelly); 14Sep54; 
R135738. 


Library of Congress eS 


Copyright Office 





CLT¥ BANK PARMERS TRUST COMPANY, NEW 
YORK 
The professor's house, R112288, SEE 
Cather, Willa. 





CITY BANK FARMERS TRUST COMPANY. 
Rip Van Winkle goes to the play. 
SEE Matthews, James Brander. 





City Bank Marmers Trust Co. 


SILVER MOON; from My Maryland, 
w Dorothy Donnelly, m Sigmund 
Romberg; duet. © 29Jan27; 
E655976. Lillian Romberg (W), 
Ambrose V. McCall & City Bank Farmers 
Trust Co. (E's of D. Donnelly); 
29Jan54; R125091. 


Library of Congress ¢@ 
Copyright Office 





CITY Bank Farmers Trust Company. 
Spanish love. R 21320. See Hopwood, 
Avery. 





CITY BANK FARMERS TRUST COMPANY, NEW 
YORK 


The Wagnerian romances, R112290. 
SEE Hall, Gertrude, 





City Bank Farmers Trust Co. 


WON'T YOU MARRY ME; from My Maryland, 
w Dorothy Donnelly, m Sigmund 
Romberg. © 29Jan27; E655974. 
Lillian Romberg (W), Ambrose V. 
McCall & City Bank Farmers Trust Co, 
(E’s of D. Donnelly); 29Jan54; 
R125089. 


Library of Congress & 


Copyright Office 





CITY BANK PARMERS TRUST COMPARY, 
NGW YORK. 

Wounds in the vain. SEE Crane, 
Stephen. 





City Bank Farmers Trust Co. 


YESTERDAY; w Dorothy Donnelly, m Serge 
Walter. © 28Ju126, E6l5815. 
R115379, 29Ju153, Ambrose V. McCall 
& City Bank Farmers Trust Co. (E's 
of D. Donnelly) & Serge Walter (A) 


Library of Congress & 
Copyright Office 





City Bank Farmers Trust Co. 


YOUR LAND AND MY LAND; from My 
Maryland, w Dorothy Donnelly, 
m Sigmund Romberg. © 29QJane27; 
E655973. Lillian Romberg (W), 
Ambrose V. McCall & City Bank 
Farmers Trust Co. (E's of D. Don- 
nelly); 29Jan54; R125088. 


Library of Congress e 


Copyright Office 





CITY BANK FARMERS TRUST CO. AND 
EDITH LEWIS, executors of the Estate 
of Willa Cather 

SEE Cather, Willa Sibert, Estate of. 





THE CITY BEAUTIFUL; w & m Peter Philip 
Bilhorn. © 4Sep25, E622852. 
R115111, 19Jun53, George Bilhorn (NK) 


Library of Congress a 





THE CITY BELLS ARE RINGING; w, m & © 
Anna Sargent 3Dec51 EU257646 


OF Pp 14 1954 


Library of Congress @ 
Copyright Office 





CITY BENEATH THE SEA. Universal Pictures Co. ® 
1953. 87 Mine, 34, coior, 55 mm. A 
Universai-International picture. Based on 
Port Royal ... the ghost city beneath the 
sea, by Harry E. Rieseberg. 

iS} : A melodrama. Two deep-sea 
aivere Eirea to locate in the Caribbean a 
sunken ship containing a fortune in gold 


bullion, uncover a conspiracy between an 
insurance investigator and the missing ship's 
captain. 

Credits: Producer, Albert J. Cohen; di- 
rector, Budd Boetticher; written by Jack 
Harvey, Ramon “=@ ro; music director, 





CITY BENEATH THE SEA. © Universal Pictures 
Co. Card 2. 


Joseph Gershenson; film editor, Rdward 
Curtiss. Technicolor. Cast: Robert Ryan, 
Mala Powers, Anthony Quinn, Susan Ball, 
Hilo Hattie. 

© Universal Pictures Co., ine.; 2Jan53; 
LP2227« 





CITY BENBSATH THE SEA (MOTION PICTURE 


PRESSBOOK 

City beneath the sea. lv. illus. 
© Universal Pictures Co., ince; 
8Jan53; A79857. 


1. UNIVERSAL PICTURES COMPANY, INC. 


° @ 





City beneath the seae 


1508 HUGHES, ARNOLD. 

(City beneath the sea) Handle with care; 
from the picture, City beneath the sea, 
lyric by Frederick Herbert, music by 
Arnold Hughes [arr. by Lou Halmy] 
© Mills Music, inc., New York; 31Dec52; 
EP70370. 


I, Title. II. Title: City beneath the sea. 
[Ill, Herbert, Frederick. IV. Halmy, Lou] 


Library of Congress 
Copyright Office xM1508.9 





City beneath the seas 


M1508 HUGHES, ARNOLD. 
(City beneath the sea) Time for love; from 
the picture City beneath the sea, lyric by 
Frederick Herbert, music by Arnold 
Hughes. © Mills Music, inc., New York; 
31Dec52; EP69891, 


I. Title. II, Title: City beneath the sea, 
[IIIl. Herbert, Frederick] 


Library of Congress 
Copyright Office e xM1508.9 





* The city beside the sea, from Dream 
boy; w&m lL. Grossman, arr Reg Hall. 
© Leonard Grossman, Baltimore; 
41Janh7; BU61020. 


Library of Congress ae 
Copyright Office 





THE CITY BEYOND; w& m. © lJun22, 
E541077. R62707, 15May50, C. B. 
Widmeyer (A) 


Library of Congress & 
Copyright Office 





The city beyond. 


EMERICK, LUCILLE. 
The city beyond, [1st ed.] New York, 
Holt [1952] 310 p. © Lucille Emerick; 
31Mar52; A65503, 


Library of Congress 
Copyright Office 





THE CITY BEYOND COMPARE; w & m Jennie 
Carey Miller arr Gene Hobel © Jennie 
Carey Miller 5Jun52 EU277140 


Library of Congress 
Copyright Office 





The city beyond Devil's Gate. 


JANET, LILLIAN, pseud, 

The city beyond Devil's Gate, [Originally 
pub. serially] New York, Random 
House, 263 p. © on full-length book 
version; Lillian Janet (Janet Cicchetti and 
Lillian Groom); 130ct50; A49849, 


Neer DY) 0 1959 


egm/r 


Library of Congress 
Copyright Office 





The city beyond the clouds. . R10968). 
SEE 


Stratemeyer, Edward. 





THE CITY BLESSED WITH EVERYTHING TO 
MAKE IT GROW; w & m Edward Wallace 
Byers © Pan American Pub. Corp. 
25Sep51 EU251149 


Library of Congress @ 
Copyright Office 





CITY BLUES; w, m & © John Morgan 
Stelton 3Feb53 EU302634 


Library of Congress a 
Copyright Office 





CITY BLUES; m Louis Tobin w & © 
Dorothy Rentie 24Apr50 EU201677 


Library of Congress 
Copyright Office 





THE CITY BLUES, from Little revue at 9 
o'clock; m Max Darewski, & w. 
© 19Nov23, E573713. R70441, 22Nov50, 
Donovan Parsons & Harold Simpson 

a of w) & Ruby L. Rose Darewski 


Ww) 





CITY BORN, CITY BRED; w John Theodore 
Polansky m Sonny James Loden © John 
Theodore Polansky & Sonny James 
Loden 27Sep54 EU372183 


Library of Congress oe 


Copyright Office 





CITY BOY; by Jean .Hauck © Marlyn Music; 
Publishers, inc. Notice 26Nov54 v25 


p288 


Library of Congress 
Copyright Office 





CITY BOY; w & m Jean Hauck © Marlyn 
Music Publishers, inc. 13Dec54 
EU380189 


Library of Congress ie 


Copyright Office 





The city boy. 


WOUK, HERMAN. 

The city boy, a novel; with a foreword by 
John P, Marquand. Illus. by Gordon 
Grant. Garden City, N. Y., Doubleday, 
1952. 348 p. © on foreword & illus.; 
Herman Wouk; 22May52; A67248, 


I, Marquand, John P. 
Il. Grant, Gordon, illus. 


Library of Congress 
Copyright Office 





The city boy and the country horse. 


ZOLOTOW, CHARLOTTE (SHAPIRO) 

The city boy and the country horse, by 
Charlotte Bookman [pseud.] Pictures by 
William Moyers. New York [1952] 1 v. 
(Treasure books, 850) © Treasure Books, 
inc.; 14Nov52; A78732. 


I. Moyers, William, illus. 
Il. Treasure Books, inc. 


Library of Congress eS 
Copyright Office 





THE CITY BOY AND THE ROSE m Ronald 
Buck, ©w Billy Flowers 60cth7 
EU96629 





The city boy ... 


WOUK, HERMAN. 

The city boy, the adventures of 
Herbie Bookbinder and his cousin 
Cliff, a novel. New York, Simon 
and Schuster. 306 p. © Herman 
Wouk; 19Aug48; A24835. 


MDS/pam 





CI T¥«BRED farmer on Puget Sound. 
SEE Dirks, Clarence. 





CITY building on firm basis. 
B5-167,. SEE Fenwick, Robert 
Wesley. 





The city built on sand. 


BROOMELL, MYRON HENRY. 

The city built on sand. [A poem 
about Los Angeles’) Denver, A. 
Swallow. [29] p. @©Myron H, 
Broomell; 25Janl8; A23005. 


& cg/b 





City built of pure gold. 


2198 ERIC KSON, ANNETTA IDA ELEONORA, 
/.E717P7 1879- 
The city built of pure gold; [words by] 
A. 1. E, E. [music by] Annetta I, E, 
Erickson. (In her: Prairie praises. p.28- 
29) © Annetta Ida Eleonora Erickson; 
10Jul54 (in notice: 1953); EP83429. 


I, Title, 


Library of Congress & 





CITY BUS; w Mary Ruth Weyand m Jim 
Carpenter © Mary Ruth Weyand & 
Jim Carpenter 8Jun53 EU319270 


Library of Congress & 
Copyright Office 





CxXTY BY CITY TRAVEL PLAN. A7&475. 
SEE Viking World travel service, 


inc. 





CITY BY THE SEA; w, m & © Edith May 
Smith 2Apr52 EU270069 


Library of Congress 6 
Copyright Office 





ele A city called heaven. 
$ 


Wihtol, Austris A. 

A city called heaven; arranged for 
four part chorus, 

© arrangement, 15Augh5; 2¢ lJanl6; 
The Kama company, Chicago; EP63. 


Le Pitle, 


a @ wsic cat. 
Piactite Otnee xML559 





City called heaven. 


M1671 HOWORTH, WAYNE, 1895- 

~H City called heaven; 5,A.T.B., a cappella, 
{spiritual] arranged by Wayne Howorth, 
(Belwin octavo, no,1215) 15¢ © on ar- 
rangement; Belwin, inc., Rockville 
Centre, N. Y.; 10Jan52; EP60220. 


I, Title. FEb 2 6 


1952 


Library of Congress & xM1587 
Copyright Office 





THE CITY CELESTIAL; w, m & © Marvin 
Edgar Jones 20Aug51 EU249580 


Library of Congress 
Copyright Office 





CITY CENTENNIAL ©m Bernard 
Katz 7Seph7 EU9L931 





CITY CENTER OF MUSIC & DRAMA, INC. 
See 


Center. 


S Library of Congress 
Copyright Office 





THE CITY CHAP, a@ photoplay in two reels 
by Fox Film Corp. CU 150ct22, L19116. 
R54351, 15Nov9, Twentieth Century- 
Pox Film Corp. (PiH) 





City chap. 


HE IS THE TYPE, from The city chap; 
w Anne Caldwell, m Jerome Kern. 
© 25Nov25, E628922. R102976, 
28Nov52, Anthony P. O'Dea (C of A. 
Caldwell) & Eva L. Byron (W of J. 
Kern) 


Library of Congress & 
Copyright Office 





City chap. 

I'M HEAD AND HEELS IN LOVE, from The 
city chap; w Irving Caesar, m Leo 
Edwards. © 16Dec25, E629350. 
R104696, 18Dec52, Leo Edwards (A) 


Library of Congress 
Copyright Office 





City chap. 


NO ONE KNOWS, from The city chap; duet, 
w.Anne Caldwell, m Jerome Kern. 
© 70ct25, E621572. R101317, 240ct52, 
Anthony P. O'Dea (C of A. bs aepiid 
& Eva L. Byron (W of J. Kern) 


Library of Congress eS 


Copyright Office 





City chap. 


SYMPATHETIC SOMEONE, from The city 
chap; duet, w Anne Caldwell, m 
Jerome Kern. © 70ct25, E621573. 
R101318, 240ct52, Anthony P. O'Dea 
a? A. Caldwell) & Eva L. Byron 

W of J. Kern) 


Library of Congress S 
Copyright Office 





City chap. 


WALKING HOME WITH JOSIE, from The city 
chap; duet, w Anne Caldwell, m 
Jerome Kern. © 70ct25, E621574. 
R101319, 240ct52, Anthony P. O'Dea 
te of A. Caldwell) & Eva L. Byron 


W of J. Kern) 


Library of Congress @ 


Copyright Office 





City child. 


M1998 BULLOCK, ERNEST, 1890- 

.B The city child; two-part song, music by 
Ernest Bullock, words by Tennyson. 
(Singing class music, no,661) [With 
piano acc.; melody also in tonic sol-fa 
notation] 6d, © Edward Arnold & Co., 
London; 24Apr52; EF0-13638. 


I, Title, 


Library of Congress & 
Copyright Office 





City-child. 


M1609 GROOCOCK, JOSEPH ARTHUR, 1913- 

G The city-child; unison song; words by 
Tennyson, music by Joseph Groocock. 
(The Elkin new choral series, 2336) 
[With piano acc.] 5d. © Elkin & Co. lid., 
London; 26Aug54; EF0-29453, 


i> itle. 


Library of Congress S 





City child. 

M1609 PARRY, WILLIAM HOWARD, 1916- 

Me The city child; unison song, words by 
Lord Tennyson, music by W. H. Parry. 
[With piano acc.] 6d. © Francis, Day 
& Hunter, ltd., London; 21May52; 
EF0-15607,. 


I. Title. 


Library of Congress 
Copyright Office 





THE CITY CHILD; w Alfred Tennyson, m 
Edgar L. Bainton; unison. ©. 
28Sep26; E647083. Edgar L. Bainton 
(A); 10Sep54; R135606. 


Library of Congress oe 
Copyright Office 





CITY CHILD; w James S. Tippett m & © 
Hansi Magdalen Alt 20Jan50 EU190707 


Library of Congress 
Copyright Office 





CITY-CITY; w, m & © Adrian George 
Greenberg 2May51 EU237403 


Library of Congress 
Copyright Office a JUN - 6 1951 





THE CITY CLOSE.BESIDE THE PEACEFUL SEA; 
w Lydia Ranck m Harry C. Geiger © 
Lydia Ranck 24Nov52 EU296049 


Library of Congress & 
Copyright Office 





CITY Club cigars smoke with a genuine 
berry shaped ember. KK52651. SEE 
Heusner (H. N.) and Son, inc. 


SEP 1 9 1950 





CITY CLUB OF ALBANY, 

Kitehen kapers. 1st ed. Apr. 1949. 
552 Pes illus. © City Club of 
Albany, New York, inc.; 9Aprl9; 
AA116258. 





CITY Club of Albany, New York, inc. 
SEE City Club of Albany. 





@ City Club of Cleveland. 


SING! OHI SING! OF BENJAMIN SAPP 
w Joseph Se Newman m Russell V. 
Morgan © The City Club of Cleve- 
land 8Mar8 £U122320 


Library of Congress 
Copyright Office 





CITY COLLEGE, NEW YORK. SEE New York, City 


College. 





CITY COLLEGE, New York. College of 
Liberal Arts and Sciences SEE 
New York. City College. College 

of Liberal Arts and Sciences 


DEC 28 10 





CITY COLLEGE OF NEW YORK. DEPT. OF 
HISTORY. SEE New York. City 
College. Dept. of History. 





CITY COLLEGE OF THE COLLEGE OF THE 
CITY OF NEW YORK. SEE New York. 
City College. 





City College Press, inc. 


NEW YORK. CITY COLLEGE. 
Centennial addresses, [1847-1947] Edited 
by Samuel M. Middlebrook, 232 p. 
© The City College Press, inc., New 
York; 27Feb50; A41333. 


I. Middlebrook, Samuel Marvin, ed. 
Il. City College Press, inc. 


ge gm /r 9 1950 
Library of Congress ¢ 


Copyright Office 





City College Press, inc. 


RUDY, SOLOMON WILLIS. 

The College of the City of New York: a 
history, 1847-1947. 492 p. illus. 
© The City College Press, inc., New 
York; 260ct49; A37342. 


I, New York. City College. 
II. City College Press, inc. 


Library of Congress 
Copyright Office Se 





City College Press, inc. 


ORLEANS, JACOB SAMUEL. 
Commercial arithmetic for college students, 
a course in arithmetic analysis, by Jacob 
S. Orleans, Russell Loucks, and Edwin A. 
Hill, 144p. © The City College Press 
inc,, New York; 7Sep49; on new material; 


A36051. 


I. Loucks, Russell David, joint author. 
II. Hill, Edwin Arthur, joint author. 
III. City College Press inc. 


Library of Congress 
Copyright Office mds / r 





City College Press, inc. 


MAYERS, LEWIS, comp. 

Materials in the law of negotiable instru- 
ments, comp. by Lewis Mayers and Charles 
Martin. 358p. © The City College 
Press, inc., New York; 20Jan49; on addi- 
tions & revisions; A30099. 


I. Martin, Charles, joint comp. 
IL. City College Press, inc. 


md/ rk 


Library of Congress 
Copyright Office @ 





City College Press, inc. 


MAYERS, LEWIS, comp. 

Materials in the law of negotiable 
instruments, compiled by Lewis Mayers 
and Charles Martin. New York [1952] 
354 p. © on additions & revisions; The 


City College Press, inc.; 8Sep52; 
A71332. 


I, Martin, Charles, joint comp. 
Il, City College Press, im. 


Library of Congress 
Copyright Office 





CITY College Press, ince Problems 
in kinematics and kinetics of 
machines, AA97067. SIE Guerdan, 
George Alfrods 





City College Press, ince 
MAYERS, LEWIS. 

A synopsis of the law of agency, with 
special reference to the law of New York, 
including a collection of cases. 153 p. 
© The City College Press, inc., New York; 
20Jan49; on corrections; A'29543, 


I. City College Press, inc. 


Library of Congress 
Copyright Office 





“City College Press, inc. 


MAYERS, LEWIS. 

A synopsis of the law of wustilaiialitel under 
the Uniform partnership act, with special 
reference to the law of New York, including 
a collection of cases. 183 p. © The 
College Press, inc., New York; 20Jan49; 
on corrections, A29535, 


I. City College Press, inc. 


Library of Congress 
Copyright Office 





CITY COLLEGE PRESS, INC., NEW YORK 
SEE New York. City College. Press. 





City council of Charleston 
see Charleston, S. C. City council. 





City-country ABC. 


Gipson, Morrell, 1920- 

City-country ABC, by Merrell Gigagn; 
ictures ey Legnard We Saggers Garden 
City, New Yerk, Garden City publishitig 
C@e, ince, C196. 

[48] p. c@l. illus, 28°em, 


© 70eth6; Duenewald printing c@rpoer- 
ati@n, New York; A6953, 

I, Weisgard, Leonard, 1916- illus, 
II. Title, III, Duenewald printing 
cerp@ration, New York, 


Library of Congress 
Copyright Office mrm 9Janh7 





CITY-COUNTRY cottons. KK2112. SEE 
Best & Co., inc. 





CITY-COUNTY PLANNING AND ZONING 
COMMISSION (Augusta and Richmond Co., 


Ga.) 
*Augusta, Georgia, and environs; March 
1952. Drawn by Fred Garwood. map 109 
x 139cm. Scale ca, 1:12,500. Repro- 
duced photographically. Indexed. © City- 
County Planning & Zoning Commission, 
Augusta; 18Mar52; F13021. 


. AUGUSTA, Ga. I, GARWOOD, FRED. 


Library of Congress 
& REVISED 


Copyright Office 





THE CITY DESCENDING; m J..E. Thomas, & 
we © lApr23, A765376. R76289, 
29Mar51, Pearl H. Thomas (A of w) 


"nN Q 4951 


Library of Congress 
Copyright Office & 





CITY desk. DP20572. SEE 
Pheatt, Richard Cadwell. 





CITY desk. 0025259. SEE Pheatt, Richard 
Cadwell. 





City desk. 


M1350 HANMER, RONALD CHARLES DOUGLASS$ 
oo 1917- 
City desk; [by] Ronald Hanmer. [Part: 
violin] © Francis, Day & Hunter, ltd., 
London; 30Mar54; EF0-29525., 


E. Title. 


Library of Congress & 





CITY DETECTIVE. Revue Productions, 
2 reels each, sd.e, b&w, 16 mm 


Revue Productions, inc. 





crTy DETECTIVE. 
Revue Productions, inc. 


The bartered bridegroom. © 31Dec53; 
LP3589. 





CITY DETECTIVE. 
© Rewe Productions, inc. 


Blindman's buff. © 31Dec53; LP3\20. 





crITy DETECTIVE. . 
© Revue Productions, inc. 


The blonde orchid. © 31Dec53; LP410. 





crTy DETECTIVE. 


YW Revue Productions, ino. 


Cargo of the Midnight. © 51pec53; LP3)17. 





CITY DETECTIVE. 
© Revue Productions, inc. 


Case of Melody in F flat. Appl. title: 
Melody in F flat. @© 31pec53; LP3316.« 





CITY DETECTIVE. 
© Revue Productions, inc. 


The case of the happy hoboes. © 41Dec53; 
LP55056 





CITY DETECTIVE. 
© Revue Productions, incs 


The case of the button. i 
95306 paper ome © 5ldec55; 





CITY DETECTIVE. 
© Revue Productions, inc. 


Gase of trouble on a train. Appl. title: 
Trouble on a train. © 31Dec53; LP3313. 





CITY DETECTIVE. 
© Revue Productions, inc. 


A cat named Deborah. © 51Dec53; LP3h16. 





CITY DETECTIVE. 
© Revue Productions, inc. 


Christmas pardon. © 31Dec53; LP35302. 





CITY DETECTIVE. 
© Revue Productions, ine. 


The congenial liars. © 41Dec5%3; 173388. 





CITY DETECTIVE. 
© Revue Productions, ine. 


The corpse on the carousel. © 51Dec53;3 


LP550i. 





CITY DETECTIVE. 
© Revue Productions, inc. 


Crazy like a fox. © 31Dec53; LP3\12. 





GITY DETECTIVE. 
© Rewe Productions, inc. 


Cruise ship. © 3lpec53; LP3i11. 





GITY DETECTIVE. 
© Revue Productions, inc. 


Date in Reno. © 31Dec53; LP3\21. 





CITY DETECTIVE. 
© Revue Productions, inc. 


Girl from nowhere. © 31Dec53; 1P3308. 





CITY DETECTIVE. 
© Revue Produwtions, inc. 


Girl in the dark. © 31Dec53; LP33511. 





CITY DETECTIVE. 
Revue Productions, inc. 


The glass thumb. © 31pec53; LP3i18. 





CITY DETECTIVE. 
© Revue Productions, inc. 


Handeuffs. © 31Dec55; LP3383. 





CITY DETECTIVE. 
© Revue Productions, inc. 


Have a cigar. © 31Dec53; LP5507~- 





GITY DETECTIVE. 
Revue Productions, ins. 


The lion behind you. © 51pe053; LP3\lh. 





GITY DETECTIVE. 
© Revue Productions, ine. 


The lonely hearts. © 31pec53; LP3h22. 





CITY DETECTIVE. 
© Revue Productions, inc. 


The lonely wife. © 31Dec53; LP3385. 





CITY DETECTIVE, © Revue Productions, ines 
Melody in F flat. © 2Jan533; LP2775. 





CITY DETECTIVE. 
Revue Productions, inc. 


Midnight auto supply. @ 31Dec533 LP3\15. 





CITY DETECTIVE. 
© Revue Productions » inc. 


My sainted aunt. © 51Dec53; LP3312. 





CITY DETECTIVE. 
© Revue Productions, inc. 


An old mants gold. © 31Dec53; LP5305. 





CITY DETECTIVE. 
© Revue Productions, inc. 


On the record. © 31De053; LP3\13. 





CITY DETECTIVE. 
© Revue Productions, ine. 


Private mouthpiece. © 41Dec53; 1P3386. 





CITY DETECTIVE. 
© Revue Productions, inc. 


The rebel. © 31Dec53; LP53510. 





CITY DETECTIVE. 
@© Revue Productions, inc. 


Return ticket. © 51Dec53; LP5309. 





CITY DETECTIVE. 
© Revue Productions, ine. 


Ring in the night. © 31Dec53; LP3ki9. 





GL DETECTIVE.} 
Revue Productions, inc. 


Shadow of a man. © 51Dec53; LP367. 





CITY DETECTIVE. 
© Revue Productions, inc, 


The temperamental sculptor. © 51Dec53; 
LP3584. 





CITY DETECTIVE. © Revue Productions, ino» 
Trouble on a trains © 23an53; LP277h. 





CITY DETECTIVE. 
© Revue Productions, inc. 


The violet ribbon. © 31¥ec53; LP5387. 





CITY DIRECTORY OF EAST ANN ARBOR, 
MICHIGAN. 34 annual, 1918. 
[East Ann Arbor, Mich.] East Ann 
Arbor Directory Co. Pamphlet. 
© John Edward Marshall, East 
Ann Arbor, Miche; 1)Novk7; on 
revisions; AA 67688. 





CITY DIRECTORY OF NEWPORT cR. I.3 12951, 
for the year October 1951, to October 
1952. 1v., map. © Harold Green~ 
field, owner of the Eastern Pub. Co., 
Newport, R. I.3 21DecSl; AA2OOkhh. 





CITY DIRECTORY OF NEWPORT cRe Ie3 
1952+ Newport, R. I+, Eastern 
Pubs Gos, 61952. 786 ps maps 
© Harold Greenfield, owner of 
Eastern Pub. Co-; c52; 
AA230356. 





CITY DIRECTORY OF NEWPORT [R. I.] 
1953. Por the year Oct. 1953 to 
Oct. 1954. © Harold Greenfield, 
owner of the Eastern Pub. Coe; 
26Dec53; A119131. 





A5626 
City directory of Newport. 196. 
Newpert, R. Ie, Eastern publishing 
ce., ©1946, 


© 19Augh6; Eastern publishing ce., 
Newpert, R. I.; A5626. 
th Newport, R. le 


38-31180 


Library of Congress & 
Copyright Office MD 70cth6 





CITY DIRECTORY OF NEWPORT [R. I.] 
owner of Eastern Pub. Co., Newport, 
R. Ie3 5Now8s; AA99203. 





CITY DIRECTORY OF NEWPOPT [Re Ie) 
618 pew © Harold Greenfield, 

owner of the Hastern Pubs Cos, f 
Newport, Rs Ieg 12Novu9s AALSSTT7« 





CITY directory of Newport. AAG),030. 
SEE Eastern Pubs Coe 





CITY DIRZCTORY SERVICE, INC. SER 
City directory Tucson, 1952. 
AA223737~ 





CITY DIRECTORY SERVICE, INC., 
TUCSON, 1951. 1 ve, illus. 
© City Directory Service, ince; 
2THov51; AAZ200299. 





CITY DIRECTORY SERVICE, INC. SEE 
Tucson c@{ty directory, 1952. 
AA206696. 





CITY DIRECTORY TUCSON, 1952. 
lve Allus. © City Direce- 
tory Service, inc.; lAugS2;3 
AA223737.- 





THE CITY DITTY; w, m & © Virginia 
Beck 13Nov50 EU220940 


Library of Congress & 
Copyright Office 





THE CITY DIVINE © w & m Glen William 
Genone 10Aug49 EU175606 


Library of Congress @ 


Copyright Office 





City dog. 


RAFTERY, GERALD. 
City dog; illustrated by L. D. Cram. 
Morrow. 216 p. © Gerald Raftery; 
9Sep53; A110991. 


i. Cram, L. D., illus. 


Library of Congress S 





The city dog and the country cat. 


Hornby, George Arthur, 1911- 

The city dog and the country cat, by George Hornby. Illus- 
trated by Carol Yeakey. New York, The Domesday press, inc., 
Random house, distributors ,71945; 


(82); p. col.illus, 23 x 21™. 


€) 10-1h-l5; 2 © 3-116; Domesday press, 
ino., New York; A 1575. 


1. Animals, Legends and stories of. 1. Yeakey, Carol, illus. 


m. Title. 
46-2639 
Library of Congress PZ10.3.H7835Ci 


(8 





THE CITY DUDE. 
Photopley by Famous Players-Lasky Corpe; 
based on The Days of Real Sport, by Briggs. 


R 12224, 10-25-46; Paramount Pictures, Inc. 
(Pwr) (&) New York. © 10-13-19; Famous Pleyers~Lasky 
*Corp.; L 14521. 


& eog 11-5-46. 





CITY DUDE © w Tom Keith Broome m 
Richard Barnes Borden 10Mayl8 
EU129727 


Library of Congress eS 
Copyright Office 





CITY DUDE COWBOY JOE; m James Alexander © 
Brennan w & © Elijah Blankenship 
10Apr50 EU199977 


MAY = 1 1956 


Library of Congress & 
Copyright Office 





CITY EXTERMINATING SERVICE Cy 
Comprehensive report of inspection for 
structural pests. Los Angeles, 
e199. 43 fold. sheets. © 22Dech9; 
AA1372))2. 





The city farmer. 
Little brown jug (Folk song), 





CITY FIRE FIGHTERS. Coronet, 1947. 10 nin., ed., 
color, 1émm. 
ts: Collaborator, Viole Theman. 
¢/Coronet Instructional Films, a division of 
Esquire, Inc., Chicago; 14Jul47; MP2563. 





The ¢ity fights back. 


BURTON, HAL. 

The city fights back; a nation- 
wide survey of what cities are 
doing to keep pace with traffic, 
zoning, shifting population, 
smoke, smog, and other problems. 
Narrated and edited by Hal Burton 
from material developed by the 
Central Business District Council 
of the Urban Land Institute. 
Citadel Press. 318 p. © Urban 
Land Instityte: 15Jun54; A155819. 


Library of Congress (continued on néxt 
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BURTON, HAL. 
The city fights back. (Card 2) 


I. Urban Land Institute. 


Library of Congress oS 


Copyright Office 





CITY FIREMEN HELP CHIEF BUILD HOME. 
SBE Flynn, Robert. 





A CITY for Josette. pp1958. SEE Paulus, 
Margaret. 





A CITY for Josette. D ump. 8360. See Paulus, 


Margaret Isabelle. 





THE CITY FOURSQUARE, with w; m & © 
Helen Boyd 13Jun52 EU278144 


Library of Congress 
Copyright Office 





CITY fragments. 81821. SEE Seltzer, 
Harvey. 





CITY GAL ©m Hervey Foster 
Armington 290cth7 EU105893 


Library of Congress @ 
Copyright Office 





CITY GAL; w, m & © William Sydney 
Kuttner 22Jun54 EU362084 


Library of Congress ; & 


Copyright Office 





City gals are sweet. 


M1630 BECK, WILLIAM JACOB, 1896- 

«2 City gals are sweet; by W. Beck. [For 

.B voice and piano] © Crown Music, Los 
Angeles; 270ct53; EP75508, 


Il. Tithe. 


Library of Congress S 


Copyright Office 





THE grTy fates, Jerusalem. JP3608. 
SEF 


Matson Photo Service. 





CITY GIRL © w & m Sheila Kathieén 
Finnegan 19Aug48 EU141026 


Library of Congress we 


Copyright Office 





CITY GIRL; w, m & © Henry Wilson 
Carter Jr. 10Apr53 EU311475 


Library of Congress 
Copyright Office 





THE CITY GIRL; m Louis Tobin w & 
© Jasper A. Bond 18Dec50 EU224082 


Library of Congress & 
Copyright Office 





City girl. SEE Whittington, Harry. 





City girl. 


TRACY, ROBERT W., pseud. 
City girl, a new novel. New York [1952] 
177 p. © Arco Pub. Co., inc.; 20Jun52; 

A68734, 


I. Arco Publishing Company, inc. 


Library of Congress 
Copyright Office 





A CITY GIRL, A COUNTRY BOY; w, m & © 
Sara Lee Hogan 28Aug52 EU286706 


Library of Congress oe 
Copyright Office 





A city girl in the great Weet. R122372. SEE 
Barton, Mey Hollis. 





THE CITY GONE WILD, a photoplay in six reels 
by Paramount Famous Lasky Corpe 
© l2Nov27; 12657. Paramount Pictures 
Corp. (PWi)s; 18Nov5; R139386. 





City government in the United States. 


Kneier, Charles Mayard, 1898- 


City government in the United States. Rev.ed. New York, 
Harper ,1947, 


viii, 727 p. 22cm. 
Includes “Suggested readings.” 


1, Municipal government—U. S. 1. Title. 
JS331.K6 1947 352.073 47-31187* 
© Harper & Bros. ; 3Sep47 ; A15504. 
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A city grew on the sod, 


CRISWELL, GEORGE O, 

A city grew on the sod; a novel of western 
pioneers. [1st ed.] New York, Exposi- 
tion Press [1952] 174 p. © George O. 
Criswell; 29May52; A67557. 


revised 


Library of Congress 
Copyright Office 





A city grew on the sod. 


CRISWELL, GEORGE O. 

A city grew on the sod; a novel of western 
pioneers. [ist ed.] New York, Exposi- 
tion Press [1952] 174 p. © George O. 
Criswell; 29May52; A67577. 


Library of Congress 
Copyright Office 





THE CITY GROWS from The city of 
children m Rudolph George Kopp 
© Loew's, inc. 5Aug49 EU175378 


Library of Congress S 


Copyright Office 





City Guardians. 
M127 FINK, FREDERICK A 
oF 55 City Guardians ... by Fred Fink. 


LA rea PLO 


C5 © Volkwein Brothers, inc., 
Pittsburgh; 9Sepl\7; EP16696. 
Piano-conductor score (band) 
and parts. 
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The city guidee SEE 
Donnelley (Reuben H-) Corporation. 





hid uide and map of St. Louis. 
lanes ly ett, clainant. 
a Gety suide and rap of St. louis. 
ante a , Oe “vestern news- 
unton] 
cover-title, 89 | lids, 16172 
x 8 1/2em. 
booklet. 
if Rend of titles: I. i. aross< 


Folded ran attached to inside back 
cover 

ae pats ce 6-19-l,€; St. Louis; 
Rh 1h 757. 6-25-16 rs 





CITY GUIDE AND MAP OF ST. LOUIS. 
A90226. SEE Gross, Henry Bumnett. 





CITY HALLe SEE Whitman, Arthur Lewis. 





City hall and American fur compmy 
warehouse, Mackinac Island, Michigan 


McKeever, Clarice 





CITY Hall and Auditorium, Wilmington, 
North Carolina. GP1881. SEE Orr, 
Louis. 





CITY Hall and County Building, Chi- 
eagoe K10558. SEE Teich (Curt) & 
Go., inc. 





THE CITY Hall, Danzig, Poland. Gv18560. 
SEE Leaver, Noel H. 


FUG 1 1959 





CITY Hall shake-up. D unp. 10/86. See 
The Green Hornet, no. 815. 





CITY HALL TOWER, MILWAUKEE, WIS. SEE 
Gruner, Eunice Foss, 





CITY HISTORY CLUB OF NEW YORK, 

Know your city; a school broadcast 
manual for teachers and parents, 
by Edith McGinnis, Manhattan 
Borough historian and executive 
secretary. [2d ed.] 136 p. 


© Edith May McGinnis; 4Jun54; 
A141694, 


I. McGinnis, Edith, 


Library of Congress oe 


Copyright Office 





CITY HISTORY CLUB OP NEW YorRE. 

Know your city; a school broadcast 
manuel, for schools and parents. 
Presented by The City Histor 
Club of New York [and others 
56 ps, illus. © Edith May McGinnis; 
lMerl9; Aa168109. 





City Hooperatings,. 
see 


Hooper (C. EF.) inc. 


JAN 1 0 1951 








City ice & fuel co., claimant. 
vee City ice cubes, (Ice cubes) [Savannah, 
Printed by Union bag & paper corp.] c1946. 
sheet. jlius, .39 x 29 cm. 


Label. 


At head of title: Crystal clear. 
Appl. author: Wayne McFarland. 
(C)City ice’ & fuel co., Chicago; 23Sep46 2c 


25Mar47; KK11121. 
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City ice & fuel co,, claimant. 
City prepared ice. (Ice cubes) 
- Printed by Union bag & paper corp. |] 
sheet. illus. 46 x 30cm. 


[ 


Savannah, 
c1946, 


Label. 

Appl. author: Wayne McFarlend,. 

(©) City ice & fuel co., Chicago; 
25Mer47s. KK11122, 


elg 4-7-47 





J 338 


City ice & fuel co., claimant 
Ice a modern business. 
film strip 45mm. ( 


"Produced by the Jam Handy or ganizatioy 
@ le 5-5-6; St. Louis, Mo.; J 338. 


mfp 102 5-6 





City ice & fuel co., claimant. 
Ice - a modern business. 


secs 


Jam Handy organization, inc. 


MSH 5-12-16 
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City ice & fuel company, claimant 
This is your job.’ 
film strip 35mm . 


"Produced by the Jam Handy 
organization”. 
©le 3-5-6; St. Louis, Mo.; J 346. 


mfp 10-25-6 





City ice & fuel co., claimant. 
This is your job. 


sé66 


Jam Handy organization, inc. 
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ees City ice cubes. KK11121. see City ice 
& fuel co., claimant. 





CITY in bondage. 0DU19672. SEE The 
Green Hornet (Radio program) No. 93k. 





City in fog. 


VUORISALO, ONNI URHO, 1909- 

Kaupunki sumussa; sanat: Harry Etela, City 
in fog; music by Yrjé Pursi [pseud.] arr. 
by Kaarlo Valkama, Staden i dimma; 
slowfox, svensk text: Thure Wahlroos, 
Turku, Finland, Edition O. Vuorisalo, 
[For voice and piano; Finnish and Swedish 
words] © Onni Urho Vuorisalo; iSep45; 
EF18812, 


I, Title. Il, Title: City in fog. 

Ill, Title: Staden i dimma, [IV. Valkama, 

Kaarlo Armas, 1908- V. Eteld, 
Library of Congress Harry. VI. Wahlroos, 


Copyright Office 
Thure] 





CLTY IN HEAVEN m Louis Tobin, © 
w Sarah Carter liovl7 EU1048h1 





The city in the dawn. 


ALLEN, HERVEY. 

The city in the dawn; containing: The forest 
and the fort, Bedford Village, Toward the 
morning. [Edited and arr. as a con- 
tinuous narrative, by Julie Eidesheim] 
New York, Rinehart. 696 p. ©on 
pages 678-696; Ann Andrews Allen; 
28Aug50; A47613. Appl. states prev. 
reg. in 1943, 1944, and 1948 respectively. 


a 1950 
md/r 


Library of Congress 
Copyright Office 





City in the forest. 


DARLING, BIRT. 

City in the forest; the story of Lansing. 
With a foreword by Paul D. Bagwell. 
[ist ed.] New York, Stratford House. 
280 p. illus. © Birt Culver Darling; 
1Jun50; A44657. 
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The city in the sea. 


TUCKER, WILSON. 
The city in the sea. New York, Rinehart. 
250 p. © Wilson Tucker; 25Sep51; 
A60100. 


Library of Congress * 
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The city in the skys (R) SEE 
Faust, Frederick. 





City in the sun. 


Kehoe, Karon. 


City in the sun, by Karon Kehoe... New York, Dodd, Mead 
& company, 1946. 


5 p. 1, 3-269 p. 21™. 
“Intercollegiate literary fellowship prize novel.” 


1. Title. 
PZ3.K26Ci 46-11861 
© 25Nov46; publisher; A8885. 
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City in winter. 


Hecht, Zoltan. 








THE CITY IS A LONESOME PLACE; by 
Anthony Procida, Marie Infornaro & 
John Zappone © Highland Music Co. 
EU308777. Notice 50ct53 v22 p746 


Library of Congress 





THE CITY IS A LONESOME PLACE; w Marie 
Iafornaro w & m John Benedict Zappone 
m Anthony Warren Procida © Highland 
Music Co. 23Mar53 EU308777 


Library of Congress 
Copyright Office 





A CITY IS BORN: LEVITTOWN, PA. March of 
a a 28 min., sds, bkw, 16 Dane 
Describes the completely pre- 
omunity of Levittown in Bucks Coun« 
ty Paes “which, when completed, will have 
16,000 homes housing 70,000 people, Presents 
Bill and Alfred Levitt who discuss their ph 
of building and the problems encoun- 


osophy 
tered in planning the city. Includes a stop- 
motion photography sequence which shows the 
—— construction of a — house from 
lot to finished ~~ 
Time, inc.s llFeb53; MP e 





A city is more than people. 
HOLLOWAY, ROBERT JOHN, 

A city is more than people; a study 
of fifteen Minnesota communities. 
University of Minnesota Press, 

63 p. © University of Minnesota; 
23Ju1l54; A1493509, 


I. Minnesota, University. 


Library of Congress eS 


Copyright Office 





City Island. 


FLOOD, ALLEN JOSEPH. 

City Island; history, legend and tradition, 
yachting. [By Allen Flood and Robert 
Mullen] City Island, N. Y. [1949] 
92p. illus, © Allen Joseph Flood & 
Robert Stephen Mullen; 3Dec49; A44443. 


. Mullen, Robert Stephen, joint author, 


Library of Congress Unit C 
Copyright Office mrm/sbn 
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THE CITY JOHN SAW COMING DOWN © w &m 
Ollie Eva Claxon 8Nov48 EU148197 


Library of Congress oS 
Copyright Office 





CITY KITTY. Paramount Pictures Corps, 1952. 
7 mine, sd., color, 55mm. (Noveltoon 
Cartoon ) 

Summary: After encountering bees and 
ants in Ene mountains, the City Kitty is 


happy to return home to be tormented by the 
mice. 


Credits: Director, I. Sparber; story, 
I. Kieinj animation, Al Eugster, George 
Germanetti; music, Winston Sharples. 

© Paramount Pictures Corp.3 8Jul523 


LP1830, 





CITY LIFE; w & m Jody Evans, Trent 
Christian & Jeff Davis © Peer Inter- 
national Corp. 19Nov51 EU258196 


Library of Congress 
Copyright Office 





CITY life. DU12165. SEE Spiezia, Anthony. 





CITY LIGHTS; w, m & © Carl David 
Bohnke 1Sep53 EU329358 


Library of Congress aa 





CITY LIGHTS; © Richard Alden Frankel, 
Notice 14Aug53 v22 p519 


Library of Congress 





CITY LIGHTS; w, m & © Richard Alden 
Frankel 14Aug53 EU327319 
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CITY LIGHTS SUITE; m John Gart © 
George H. Sanders Music Publications 
24Sep53 EU332023 


Library of Congress @ 





City limit. 


SUMMERS, HOLLIS SPURGEON, 

City. limit, Boston, Houghton 
Mifflin Co; 275 p oO Hollis S. 
Summers; 10AU48% ete ‘ 





CITY LOAN AND SAVINGS COMPANY. 
Flat payment chart Sl-direct. 
1 ve © John Dickinson Schneider, 
Chicago; 15Mar513; AA1SO0911. 





City Loan & Savings Co. 


M1657 VAN PELT, MERRILL B 

.037V Song of Ohio; composed by Merrill B. Van 
Pelt. [Close score] © The City Loan & 
Savings Co., Lima, Ohio; 18Feb53; 
EP69950. 


I, Title. 


Library of Congress e 
Copyright Office 





City Loan & Savings Co. 


M1658 SONGS OF OHIO; from the nation-wide 

0378S contest sponsored by The City Loan and 
Savings Co, [Lima, Ohio, The City Loan 
& Savings Co., 1953] Partial contents 
separately registered: EP72962. 


[I. The City Loan & Savings Co., Lima 
Ohio] 


Library of Congress e 





THE CITY MADE BY MAN; m Dorothy M. 
Bell w & © Nan R. Glover 11Dec50 
EU22 3482 
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NADRAT KREME a. 


City-makers, the men who transformed 
Los Angeles from village to metrop- 
olis during the first great boom, 
1868-76. {lst ed.] Garden City, 
N. Y., Doubleday. 270 p. illus. 
© Remi A. Nadeau; 210ct48; A26609. 
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City man on a farm. 


WIKSTROM, JOHN. 
City man on a farm, New York, Exposition 


Press. 101p. © John Wikstrom; 
15Feb49; A30700. - 
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CITY map of Tulse, Oklahoma. IU 271 
ses Brock, Orval. 





City milk distribution. 


BRESSLER, RAYMOND GEORGE, Jr. 

City milk distribution. Cambridge, 
Harvard University Press, 1952. 398 p. 
illus. (Harvard economic studies, v. 91) 
© The President and Fellows of Harvard 
College; 19Sep52; A71293. 


I, Harvard University. President and 
Fellows of Harvard College. 


Library of Congress 
Copyright Office 





THE CITY morgue. pvi2),86. sEE Von 
Schilling, Erich. 





City morguee See 
Murder at midnight. No. 45. 





CITY MOUSE AND COUNTRY MOUSE; by Harry 
Gibson © Aladdin Music Publications 
EUZ28240. Notice 2Sep53 v22 p600 
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CITY MOUSE AND COUNTRY MOUSE; w &m 
Harry Gibson © Aladdin Music Publi- 
cations 21Aug53 EU328240 


Library of Congress & 





